INDEX TO THE BULLETIN OF PROSTHETICS RESEARCH 
BPR 10-25 and BPR 10-26 


AAAS see American Association for the Advancement of Science 
A-BEC (Biddle Engineering Company) Electric Wheelchair 
— VAPC Research Report 10-25(145-147) 
Above-Knee Endoskeletal Structures (Multiplex Mark V System 
Design Change) 
— VAPC Research Report 10-26(217-218) 
Above-Knee Prostheses 
— Design Change in the Multiplex System 10-26(217-218) 
— VAPC Clinic Team Evaluation: Case Histories, case no. 3 
10-26 (270-271) 
— see also Lower Limb Prostheses 
Acceleration of Bone Healing by Electrical Stimulation 
— Contractor Reports: George Van B. Cochran. Helen Hayes 
Hospital, Biomechanics Research Unit 10-25(208-209) 10-26 
(322 no report) 
Acoustical Society of America 
— Calendar of Events 10-25(265, 266) 10-26(384, 386) 
Action No. 6000 Bed Pad 
— VAPC Research Report 10-26(251-253) 
Adaptive Automotive Equipment Manufacturers in Compliance with 
VAPC Document VAPC-A-7505-8 
— VAPC Research Report 10-25(168) 
Adjustable Wheelchairs 
— Recent Patents: Andrew Karchak, Jr. and James R. Allen 
10-25(257) 
Advanced Orthotic Devices for Adult Paraplegics 
— Contractor Reports (Prast) 10-25(215) 10-26(340-341) 
AEMB see Alliance for Engineering in Medicine and Biology 
AFB see American Foundation for the Blind 
AFO see Ankle-Foot Orthoses 
Aids to Daily Living 
— Gyro-gym therapeutic exerciser 10-26(262-263) 
— Shower and Commode chair (Wayne chair) 10-25(159-161) 
— Sydnor feeder 10-26(261-262) 
Ali, Nazir A. 
— Laser Cane Blind Mobility Aid. Contractor Reports 10-25(215 
no report) 
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Allen, James R. 

— Adjustable Wheelchairs. Recent Patents 10-25(257) 

— Mobile Bed-Chair for High Level Quadriplegics (A Final Report) 
Contractor Reports 10-26(334-339) 

— Wheelchair Drive Package. Recent Patents 10-25(258) 

Alliance for Engineering in Medicine and Biology 

— 26th Annual Conference on Engineering in Medicine and Biolo- 
ogy, AEMB-ASME. Calendar of Events 10-25(265) 

AMBRDL (Army Medical Biomechanical Research and Development 

Laboratory) Random Access Environmental Control 

— VAPC Research Report 10-25(140-142) 

Ambulift 
— VAPC Research Report 10-26(255-256) 
American Academy of Orthopaedic Surgeons 

— Annual Meeting. Calendar of Events 10-25(266) 

American Academy of Physical Medicine and Rehabilitation and 

American Congress of Rehabilitation Medicine 

— Convention. Calendar of Events 10-26(385, 385, 387) 

American Association for the Advancement of Science 
— AAAS Sponsors “Project for the Handicapped in Science”’. 
Notes and News 10-25(249) 

American Association of Physicists in Medicine 

— Annual Meeting. Calendar of Events 10-26(385) 
American Association of Workers for the Blind 

— Calendar of Events 10-26(385) 
American Congress of Rehabilitation Medicine 

— Conference. Calendar of Events 10-25(265, 267) 
Americar. Corrective Therapy Association 

— 30th Annual Convention. Calendar of Events 10-26(384) 
American Foundation for the Blind 

— Publishes ‘‘Journal of Blindness and Visual Impairment” in lieu 
of “Outlook” and “Research Bulletin”. Notes 10-26 (373) 

American Institutes for Research (AIR) 

— Evaluation Procedures for Evironmental Sensing, Orientation 
and Mobility by the Blind. Contractor Reports: Robert A. Weis- 
gerber 10-25(233, 236-238) 

— The Reading of Printed Materials by the Blind (Evaluation of 
an Ink Print Reading Aid: the Stereotoner). Contractor Reports: 
Robert A. Weisgerber, Bruce E. Everett, and Claudette A. Smith 
10-25( 233-236) 

American Medical Association 
— Annual Convention. Calendar of Events 10-26(384) 
American Occupational Therapy Association 
— Annual Meeting. Calendar of Events 10-25(265) 10-26(385) 
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American Orthopaedic Association 
— Annual Meeting. Calendar of Events 10-26(384) 
American Orthopaedic Foot Society 
— Annual Meeting. Calendar of Events 10-26(385-386) 
American Orthotic and Prosthetic Association 
—Interbor International Congress and Assembly. Calendar of 
Events 10-25(265) 
— International Society for Prosthetics and Orthotics: 2d World 
Congress. Calendar of Events 10-25(266) 
— National Assembly. Calendar of Events 10-25(266, 267) 10-26 
(385, 386, 386-387) 
American Physical Therapy Association 
— 53rd Annual Conference. Calendar of Events 10-25(266) 10-26 
(384) 
American Society of Biomechanics 
— Formation of. Notes and News 10-25(253) 
American Society of Mechanical Engineers 
— Conference on Engineering in Medicine and Biology. Calendar 
of Events 10-25(266) 10-26(386) 
— Engineering in Medicine and Biology, ASME/AEMB Calendar 
of Events 10-26(385) 
— Winter Meeting. Calendar of Events 10-25(265, 267) 10-26 
(385, 387) 
American Speech and Hearing Association 
— Calendar of Events 10-25(265, 266,267) 10-26 (385, 386,387) 
**... And Sensory Aids II”’ 
— Editorial: Howard Freiberger 10-26(1-8) 
Ankle Block 
— Recent Patents: Cecil T. Benton, John M. Freter, and Robert R. 
Moore 10-26(375) 
Ankle-Foot Orthoses (AFO) 
—~ VAPC Clinic Team Evaluation: Case Histories: Case No. 4, 10- 
26(271) 
Ankle Joint 
Hydraulic Ankle Joint Control System (Mauch) 10-25(179-181) 
10-26(273-274) 
— Rotator for Prosthetic Ankle Joint (Recent Patents) 10-26(376) 
Apparatus for Connecting a Prosthesis to a Bone 
— Recent Patents: Lester J. Owens 10-26(375) 
Apparatus for Promoting Healing Processes 
— Recent Patents: Werner Kraus 10-25(257) 
Apparatus to Assist Fastening of an Artificial Limb 
— Recent Patents: Frank Bianco 10-25(259) 
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Apple, Loyal E. 
— Workshop on Low Vision Mobility 10-26(46-138) 
Arroyo, Ronald 
— Control and Communication Devices for the Severely Disabled 
10-25(55-68) 
Articulate Joint for Prosthetic Devices 
— Recent Patents: Richard Glabiszewski 10-26(375) 
Artificial Leg 
— Recent Patents: Willem Zevering 10-26(375) 
Artificial Limbs 

— Apparatus to Assist Fastening of an Artificial Limb: Recent 
Patents 10-25(259) 

— Research and Development in the Field of Artificial Limbs 
(Mauch Laboratories) 10-25(179-182) 10-26(273-275) 

— see also Prostheses, Prosthetics, etc. 

Artificial Tendon for Goat Model 10-25(76-79) 

ASME see American Society of Mechanical Engineering 

Athletic Injuries Receive Electrical Stimulation as Supporting 
Therapy 10-25(198-199) 

Audible Outputs of Reading Machines 

— Research on Audible Outputs of Reading Machines for the Blind 
10-25(216-218) 10-26(344-348) 

— see also Reading Aids, Reading Machines, Synthetic Speech, etc. 

Audiology see Hearing Aids 
Auditory Research Laboratory, VA Hospital, Washington, D.C. 
— The Hearing Aid Program of the VA 10-25(121-122) 
Autolift (for Bathroom Use) with Illust. 
— VAPC Research Report 10-26(253-255) 
Automatic Transmission for Powered Wheelchairs 
— VAPC Research Report 10-26(236-238) 
Automotive Driving Aids 

— Adaptive Automotive Equipment Manufacturers found in Com- 
pliance with VA Document VAPC-A-7505-8 10-25(168) 

— Development and Evaluation of Advanced Automotive Adap- 
tive Equipment 10-25(205-206) 10-26(317-320) 

— Power Car Door 10-26(257) 

— Tni-pin Quad Steering Device No. 3522 10-26(259) 

— VA Standard Design and Test Criteria for Safety and Quality of 
Automotive Adaptive Equipment Document: VAPC-A-7505-8 
10-25( 162-167) 

— Volvo Servo-control System for Steering Wheels 10-26(258) 

— See also Mobility Aids for the Severely Handicapped 

Avery TNS (Avery Corp.) 
— Testing of Electrical Transcutaneous Stimulators for Suppress- 
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ing Pain 10-25(38-54) 
Back Brace Tests Continued 10-25(198) 
Battery-Tester for Wheelchair Batteries 
— VAPC Research Report 10-25(148-150) 
Barnett, M. Robert, and Dr. Carl Kupfer 
— 1976 Migel Medal Winners. Notes and News 10-26(371) 
Barredo, Joseph G. 
— Below-The-Knee Prosthesis. Recent Patents 10-25(258) 
Beck, Lucille 
— The Development of Improved Techniques for the Analysis of 
Hearing Aid Performance. Contractor Reports 10-25(231-233) 
10-26(357-360) 
Bed Cushion 
— Action No. 6000 Bed Pad 10-26(251-253) 
Beds 
— Beds, Lifts, and Other Aids described, with Illust. VAPC Re- 
search Report 10-25(153-162) 
— Gaymar High Density Fluidized (HDF) Bed 10-26(251) 
— Hess Rotary Bed 10-26(250-251) 
— Mobile Bed/Chair for High Level Quadriplegics 10-26(334-339) 
— Royalaire Bed 10-26(253) 
— Sevier Mobile Bed 10-26(248-250) 
— Steeper “Co Ro” Bed 10-26(247-248) 
Below Elbow Prostheses 
— Salt-Water-Resistant Below-Elbow Prostheses 10-25(137) 
— see also Myoelectric Hand 
Below-Knee Amputation with Immediate Postoperative Fitting of 
Prosthesis 
— Contractor Reports: Wesley S. Moore, Albert D. Hall, and 
Leigh A. Wilson, VA Hospital, San Francisco, California 10-25 
(no report) 10-26(307) 
Below Knee Prostheses 
— Below-The-Knee Prosthesis (Recent Patents) 10-25(258) 
— see also Ankle Joint, Feet, Patellar Tendon Bearing Prostheses, 
SACH Feet, etc. 
Below-The-Knee Prosthesis 
— Recent Patents: Joseph G. Barredo 10-25(258) 
Benjamin, J. Malvern, Jr. 
— Laser Cane Blind Mobility Aid. Contractor Report 10-25(no 
report) 
Bennett, Leon 
— Stump Stress Analysis: Flexible Socket Materials and Fabrica- 
tion Methods Research. Contractor Reports 10-25(182-183) 
10-26(275-285) 
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Bennett, Richard 
— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports 10-25(223-226) 10-26(354-356) 
— Reading Aid for the Blind. Recent Patents 10-26(376) 
Benton, Cecil T. 
— Ankle Block. Recent Patents 10-26(375) 
Berger, Norman 
— Named Associate Professor by NYU School of Medicine. Notes 
and News 10-25(247-248) 
Bianco, Frank 
— Apparatus to Assist Fastening of an Artificial Limb. Recent 
Patents 10-25(259) 
BICROS and CROS Hearing Aids Described 10-26(12-13) 
Bicycle-Type Automatic Transmission may be applicable for Indoor/ 
Outdoor Wheelchairs 
— VAPC Research Report 10-26(238-239) 
Biddle Engineering Co., A-Bec Electric Wheelchair 
— VAPC Research Report 10-25(145-147) 
Bill Proposed to Rename Center in Honor of Helen Keller 
— Notes and News 10-25(246) 
BioCommunications Laboratory, University of Maryland 
— The Hearing Aid Program of the VA 10-25(121-122) 
— see also University of Maryland 
Biofeedback—Background and Applications to Physical Rehabilita- 
tion: C. P. Wooldridge and C. A. McLaurin 10-25(25-37) 
— Abstract 10-25(25) 
— Clinical Research with Cerebral Palsied Children 10-25(28-34) 
— Conclusion 10-25(34-35) 
— Introduction 10-25(25-26) 
— Theoretical Framework 10-25(27-28) 
Biomaterials 
— Bone Interfacing 10-25(71) 
— Device for Promoting Formation of Bone Material (Recent 
Patents) 10-26(375) 
— Musculotendinous Interfacing 10-25(71) 
— Skin Interfacing 10-25(70) 
— see also Flexible Prosthetic Socket Materials, Maxillofacial 
Restorative Biomaterials and Techniques, Epoxy, Polypropylene 
Biomechanical Studies of Human Locomotion (Kinematic Data) 
— Contractor Reports, Biomechanics Laboratory, University of 
California, Berkeley 10-25(196-198) 10-26(295-301) 
Biomedical Engineering Society 
— Annual Meeting. Calendar of Events 10-26(384) 
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Bionic Instruments 
— Laser Cane Blind Mobility Aid. Contractor Reports: J. Malvern 
Benjamin, Jr., Nazir A. Ali, and J. Ridgeley Bolgiano 10-25 
(215 no report) 
Blair, E. Allen 
— Mattress for Preventing Bedsores. Recent Patents 10-25(259) 
Blasch, Bruce B. 
— Workshop on Low Vision Mobility 10-26(46-128) 
Blind 
— Evaluation Procedures for Environmental Sensing, Orientation, 
and Mobility by the Blind 10-25(236-238) 
— Other VA Research Programs: Sensory Aids 10-25(215-242) 
10-26(344-364) 

— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Western Blind Rehabilitation Center, VA Hospital, 
Palo Alto, Calif. 10-25(223-226) 10-26(354-356) 

— Clinical Application Study of Reading and Mobility Aids for 
the Blind. VA Hospital, West Haven, Conn. 10-25(238-241) 
10-26(360-363) 

— Clinical Trials of Reading Machines for the Blind. Central 
Rehabilitation Section for Visually Impaired and Blinded 
Veterans, VA Hospital, Hines, Illinois 10-25(221-222) 10-26 
(353-354) 

— See also Reading Machines, Electronic Travel Aids, etc. 
Blind, Partially 
— See Low Vision, Reading Aids, Sensory Aids 
Blood Circulation 
— Hemodynamic Evaluation of Postoperative and Preoperative 
Amputees 10-25(209-210) 10-26(322-323) 
— Preamputation Level Determination and Skin Blood Flow Re- 
search 10-26(302-303) 
Bolgiano, J. Ridgeley, Jr. 
— Laser Cane Blind Mobility Aid. Contractor Reports 10-25(215 
no report) 
Bone Healing 
— Acceleration of Bone Healing by Electrical Stimulation 10-25 

(208-209) 

Braille-Reading and Home-Repair are Hadley School’s ‘Most 
Wanted”’ Correspondence Courses for the Blind 
— Notes and News 10-25(248-249) 

Brailling Device Gives Blind Worker Access to Computer and Com- 
munications Systems 


— Notes and News 10-25(250-251) 
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Breakey, James W. 
— Knee Prosthesis. Recent Patents 10-25(257) 
Brown, Richard 
— In Vivo Loading of Knee Joint Replacement. Contractor Re- 
ports 10-26(339-340) 
Burgess, Ernest M. 
— Immediate Postoperative Prosthesis Research Study. Contractor 
Reports 10-25(198-200) 10-26(301-306) 
Burstein, Albert H. 
— Engineering Applications in Orthotic and Prosthetic Treatment 
of Musculoskeletal Defects. Contractor Reports 10-26(341-344) 
— In Vivo Loading of Knee Replacement. Contractor Reports 
10-25(214) 10-26(339-340) 
Butow, Margaret 
— Instruction in, and Evaluation of, Reading Machine Techniques. 
Contractor Reports 10-25(222-223) 10-26(incorporated into 
article, “Research and Evaluation of Audible Output Print Read- 
ing Aids for the Blind—A Final Report”’ 10-26(139-169)) 
BykFil Rubber Compound 
— VAPC Research Report 10-25(150-151) 
Calendar of Events 10-25( 265-267) 10-26(384-387) see also name of 
individual organization or meeting, etc. 
Canadians Honor Marjorie McGuffin Wood with First Arthur Napier 
Magill Annual Award 
— Notes and News 10-26(372) 
Carbery, Michael 
— Instruction in, and Evaluation of, Reading Machine Techniques, 
Contractor Reports 10-26(incorporated into article “Research 
and Evaluation of Audible Output Print Reading Aids for the 
Blind—A Final Report” 10-26(139-169)) 
Carey, Hugh 
— Honored by New York League for the Hard of Hearing. Notes 
and News 10-25(249-250) 
Carhart, Raymond T. 
— Development of Test Procedures for Evaluation of Binaural 
Hearing Aids—A Final Report 10-26(9-45) 
Carlson, Lawrence 
— Research and Development Project on Advanced Orthotic De- 
vices for Adult Paraplegics. Contractor Reports 10-25(215) 
10-26(340-341) 
Case Histories see VAPC Clinic Team Evaluation 
Case, Philip A. 
— Supplemental Sensory Feedback for the VA/NU Myoelectric 
Hand—Background and Preliminary Designs 10-26(170-191) 
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Case Western Reserve University, Biomechanics Laboratory 

— In Vivo Loading of Knee Joint Replacement. Contractor Re- 
ports; Albert H. Burstein and Victor H. Frankel 10-25(214) 
10-26(339-340) 

Castle Point VA Hospital, New York 12511 

— Hemodynamic Evaluation of Postoperative and Preoperative 

Amputees. Contractor Reports 10-25(209-210) 10-26(322-323) 
Central Blind Rehabilitation Center see Hines, Illinois, VA Hospital 
CET Chamber (Roehampton Technique) 

— Contractor Report, Prosthetics Research Study, Seattle, Wash- 
ington 10-25(199) 10-26(301-305) 

— Contractor Report, VA Hospital, San Francisco, California 
10-26(307) 

Causey, G. Donald 

— Development of a Hearing-Aid System with Independently Ad- 
justable Subranges of its Spectrum Using Microprocessor Hard- 
ware. Contractor Reports 10-25(241-242) 10-26(363-364) 

— The Development of Improved Techniques for the Analysis of 
Hearing Aid Performance. Contractor Reports 10-25(231-233) 
10-26(357-360) 

— The Hearing-Aid Program of the Veterans Administration: 
Twenty Years of Service 10-25(120-128) 

CCTV see Closed Circuit Television (Low-Vision Aid) 
Chairs 

— Edco-Matic Chair 10-26(251) 

— Mobile Bed/Chair for High Level Quadriplegics 10-26(334-339) 

— Wayne Chair (Manually Propelled Wheelchair, Commode Chair, 
and Shower Chair) 10-25(159-161) 

Childress, Dudley S. 

— Prosthetics Research. Contractor Reports 10-25(183-184) 10-26 

(285) 
Cicchiello, Frank 

— Telecommunications System for the Hearing Impaired Utilizing 

Baudot-ASCII Code Selection. Recent Patents 10-25(258) 
Cleveland VA Hospital, Wade Park, Cleveland, Ohio, Contractor 

Reports 

— Engineering Applications in Orthotic and Prosthetic Treatment 
of Musculoskeletal Defects. Contractor Report 10-26(341-344) 
— Functional Electrical Stimulation of the Muscles of a Para- 

lyzed Hip 10-26(343-344) 
— Computer Control for Stroboscopic Motion-Study System 
10-26(341-343) 

— Patient Evaluation of a Functional Electrical Stimulation Hand 
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Orthosis, Contractor Report 10-26(344) 
Clinical Application Study of Reading and Mobility Aids for the Blind 

— Contractor Report: Kenneth Wiley, Greg Goodrich, Nancy 
Darling, and Richard Bennett. Western Blind Rehabilitation 
Center, VA Hospital, Palo Alto, California 10-25(223-226) 
10-26(354-356) 

— CCTV Followup and Mobility 10-25(224-225) 

— Electronic Mobility Aids 10-25(224) 

— Expanded Followup Study of CCTV Use 10-25(225-226) 

— Low Vision Aids and Training 10-26(354-355) 

— Mobility Aids and Training 10-26(354) 

— Optacon Activity 10-25(223-224) 

— Presentations by WBRC Staff During the Period January 1 
to June 30, 1976 10-26(356) 

— Publications by WBRC Staff During the Period January 1 to 
June 30, 1976 10-26(356) 

— Reading Aids and Training 10-26(355) 

— Stereotoner Activity 10-25(223) 

— Contractor Report: William De |’Aune and Patricia Gadbaw, 
Eastern Blind Rehabilitation Center, VA Hospital, West Haven, 
Connecticut 10-25( 238-241); Donald Garner, William De l’Aune, 
and Patricia Gadbaw 10-26(360-363) 

— Comprehension of Time-Compressed Speech 10-25(238-239) 
— Low-Vision-Aid Survey 10-25(239-240) 
— Papers and Publications July-December 1975 10-25(240) 
— Papers Published January-June 1976 10-26(362) 
— Papers Read January-June 1976 10-26(362) 
— Report of Research Activities: January 1-June 30, 1976 
10-26(360-362) 
— The Value of Prisms 10-25(239) 
Clinical Gait Analyzer (VA-Rancho Gait Analyzer) 

— Contractor Reports: Jacquelin Perry. The Professional Staff 
Association of the Rancho Los Amigos Hospital, Downey, 
California 10-25(214) 10-2¢(331-333) 

Clinical Study of Mobility Aids for the Blind 

— Contractor Reports: John D. Malamazian, Leicester W. Farmer, 
and James J. Whitehead. VA Hospital, Hines, Illinois, Central 
Rehabilitation Section for Visually Impaired and Blinded 
Veterans 10-25(219-221) 10-26(350-352) 

Clinical Trials of Reading Machines for the Blind 

— Contractor Reports: John D. Malamazian and Harvey Lauer. 
VA Hospital, Hines, Illinois, Central Rehabilitation Section for 
Visually Impaired and Blinded Veterans 10-25(221-222) 10-26 
(353-354) 





— Stereotoner Evaluation 10-25(221-222) 

Clippinger, Frank W., Jr., 

— Chairman, Prosthetics, Orthotics, and Sensory Aids Research 
Services, Committee on Prosthetics Research and Development, 
and Committee on Prosthetic-Orthotic Education (CPRD- 
CPOE), Contractor Reports 10-25(178-179) 10-26(272-273) 

Closed Circuit Television 
— CCTV Followup and Mobility 10-25(224-225) 

— Expanded Followup Study of CCTV Use 10-25(225-226) 

— Low Vision Aids and Training 10-26(354-355) 

Cochran, George Van B. 

— Acceleration of Bone Healing by Electrical Stimulation. Con- 
tractor Reports 10-25(208-209) 10-26(322 no report) 

Cognodictor Reading Machine 
— Development with Votrax Vocal Synthesizer (Mauch Labora- 

tories) 10-25(218-219) 

— Optical Character-Recognition is Applied 10-26(146-147) 

Coiffet, Philippe 
— Electrical Stimulation of Limbs—Part III: Joint Position Con- 

trol 10-25(5-24) 

Colorado State University, Department of Electrical Engineering, 
Fort Collins, Colorado 
— Control of an Artificial Upper Limb in Several Degrees of Free- 

dom. Contractor Reports: Daniel Graupe 10-25(206-207) 10-26 

(320-322) 

— Modified Myoelectric Discrimination System Uses Micro- 
processor 10-25(207) 

— Papers Presented on Myoelectric System 10-25(207) 

— Toe-Controlled Prosthesis Modified 10-25(207) 

Colorado State University, Department of Electrical Engineering, 
Fort Collins, Colorado and University of Maryland, BioCommuni- 
cations Laboratory, College Park, Maryland 
— Development of a Hearing-Aid System with Independently Ad- 

justable Subranges of its Spectrum Using Microprocessor Hard- 
ware. Contractor Reports: Daniel Graupe and G. Donald Causey 
10-25(241-242) 10-26(363-364) 

Committee on Prosthetics Research and Development and Commit- 
tee on Prosthetic-Orthotic Education (CPRD-CPOE) 

— Prosthetics, Orthotics, and Sensory Aids Research Services, 
National Research Council, National Academy of Sciences, 
Washington, D.C. Contractor Reports: Frank W. Clippinger, Jr. 
10-25(178-179) 10-26(272-273) 

Communication Aids 
— Microfiche Reader 10-25(143-144) 
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— Microfilm Reader 10-26(224-225) 

— PortaPrinter 10-25(144-145) 

— see also Communication Devices 

Communication Devices 

— Fidelity Comfort and Communication Control System 10-26 
(220) 

— Fidelity Comfort and Communication System Security Sentinel 
10-26(222) 

— PortaPrinter 10-25 (63-65, 144-145) 

— Possum Typewriter 10-25(66-67) 

— Strip Printer 10-25(65) 

— Touch-Operated Selector Control 10-26(220) 

— Tufts Interactive Communicator 10-25(65) 

— VAPC Communicator 10-25(63) 

— VOTECS (Voice-Operated Typewriter and Environmental Con- 
trol System 10-25(60-62) 

— See also Control and Communication Devices for the Severely 
Disabled 

— See also Environmental Control Systems 

Compliance Testing 
— VAPC Research Report 10-25(171-172) 10-26(264) 
— M. W. Ryan SACH Feet 10-25(171) 
— Sample Wheelchairs for State of West Virginia 10-25(172) 
— Stump Socks, Shrink Resistant 10-26(264) 
— Upper Limb Components (Artificial Internal Elbow) 10-26 
(264) 
— Wheelchairs 10-26(264) 
Computer Control for Stroboscopic (Selspot) Motion-Study (Gait) 

System 10-26(341-343) 

Computer Interpretation of Myoelectric Signals in Prosthesis Control 

System 

— Control of an Artificial Upper Limb in Several Degrees of Free- 
dom 10-25(206-207) 10-26(320-322) 

— Fundamental and Applied Research Related to the Design and 
Development of Upper-Limb Externally Powered Prostheses 
10-25(184-194) 10-26(286-288) 

Computers 

— Computer Simulates Sound Generator and Resonator Hardware 
in “Software Synthesizer’ of Speech (Haskins Laboratories) 
10-26(346-347) 

— Computer Synthesizes Intelligible Speech Routinely (Haskins 
Laboratories) 10-25(218) 10-26(345) 

— Minicomputer (PDP-11) Installed in Cognodictor (Mauch Lab- 
oratories) 10-25(219) 10-26(350) 
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Conference and Exhibition on BioEngineering 
— 4th Conference. Calendar of Events 10-26(385) 
Conference on Systems and Devices for the Disabled 
— 4th Annual Conference. Calendar of Events 10-26(384) 
“Consumer Rights for Disabled Citizens” 
— Publication of the Consumer Affairs Department, NYC, by 
Lilly Bruck. Notes and News 10-26(373-374) 
Control and Communication Devices for the Severely Disabled: 
Ronald Arroyo 10-25(55-68) 
— Introduction 10-25(55) 
— PortaPrinter 10-25(63-65) 
— Possum Typewriter 10-25(66) 
— Scope Voice-Operated Typewriter and Environment Control 
10-25(60-62) 
— Strip Printer 10-25(65) 
— Tufts Interactive Communicator 10-25(65) 
— VAPC Communicator 10-25(63) 
— VAPC Home Model Environmental Control System 10-25 
(58-59) 
— VAPC Hospital Model Environmental Control System 10-25 
(55-58) 
— VAPC Remote Station Environmental Control 10-25(59) 
Control of an Artificial Upper Limb in Several Degrees of Freedom 
— Contractor Reports: Daniel Graupe. Colorado State University, 
Department of Electrical Engineering 10-25(206-207) 10-26 
(320-322) 
— Modified Myoelectric System 10-25(207) 
— Papers presented 10-25(207) 
Controlled Environment Treatment (CET) Unit Under Comparative 
Study 
— Contractor Reports, Prosthetics Research Study, Seattle, Wash- 
ington 10-25(199) 10-26(301-302) 
— Contractor Reports, VA Hospital, San Francisco, California 
10-25(no report) 10-26(307) 
Convaid Mobile Prone Stander 4000 
— VAPC Research Report 10-25(156-158) 
Cooper, Franklin S. 
— Elected to Membership in National Academy of Engineering. 
Notes and News 10-26(374) 

— Research on Audible Outputs of Reading Machines for the 
Blind. Contractor Report 10-25(216-218) 10-26(344-348) 
Cooper, Reswick, and Kenedi Elected to the National Academy of 

Engineering 


— Notes and News 10-26(374) 
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Corwin, Merton D., Jr. 
— Method and Apparatus for Programming a Computer Operated 
Robot Arm. Recent Patents 10-26(376) 
Cosmetic Covers 
— Prosthetic Skin 10-26(217) 
Cotton Stump Socks, Knit-Rite Co. 
— Compliance Testing, VAPC Research Report 10-25(172) 
Cox, P. A. 

— Skeletal Extension Development: Criteria for Future Designs 
10-25(69-96) 

CPRD-CPOE see Committee on Prosthetics Research and Devel- 
opment—Committee on Prosthetic-Orthotic Education 

CROS (Contralateral Routing of Signals) and BICROS Hearing Aids 
Described, Clinical Benefits Explained 10-26(12-13) 

Crutches 
— Ski-Equipped Crutch (Recent Patents) 10-26(376) 

Cunningham, Don M. 

— Design of Prosthetic and Orthotic Devices and Biomechanical 
Studies of Locomotion. Contractor Report 10-25(194-198) 
10-26(288-301) 

Darling, Nancy 
— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports 10-25(223-226) 10-26(354-356) 
Davis Suspension System 
— VAPC Research Report 10-26(242) 
Deaf Seek “‘Full Citizenship” 
— Notes and News 10-25(253) 
Deitch, Philip L. 

— Heads Task Force on Disabled Students in New York State. 

Notes and News 10-25(252) 
De |’Aune, William 

— Clinical Application Study of Reading and Mobility Aids for 

the Blind. Contractor Report 10-25(238-241) 10-26(360-363) 
Delta Scanner Used in Physiological Suspension Study 10-26(304- 

306) 

Design of Prosthetic and Orthotic Devices and Biomechanical Studies 
of Locomotion 

— Contractor Reports: Charles W. Radcliffe, Don M. Cunningham, 
and James M. Morris, University of California, Berkeley, Bio- 
mechanics Laboratory 10-25(194-198) 10-26(288-301) 

— Ankle Motions During Walking 10-25(196) 
— Computer Generation of Gait Kinematics 10-26(295) 
— Energy Level and Power of Body Segments 10-26(295-298) 





— Energy Optimization in Gait 10-26(295) 

— Evaluation and Further Development of New Designs for 
Back Braces 10-25(198) 

— Four-Bar Polycentric Pneumatic Knee 10-25(194-195)10-26 
(288-289) 

— Friction Stabilized Knee 10-26(292-293) 

— Gait Dynamics 10-26(295) 

— Internal-Expanding Foot-to-Pylon Coupling 10-25(195) 

— Instrumentation for Clinical Gait Evaluation 10-25(197) 

— Kinematic Prediction of Joint Loads and Power 10-26(299- 
301) 

—SACH Foot with Metal Keel 10-25(195) 10-26(291-292) 

— Shank Axial-Rotation Unit 10-25(195) 

— Six-Bar Knee Unit with Mechanical Swing-Control 10-25 
(195-196) 10-26(289-290) 

— Spring Suspension Bolt-On Powering Unit 10-26(294-295) 

— Test of PRAHN (Powered, Reclining, Adjustable-Height and 
narrowing) Wheelchair 10-25(198) 10-26(294) 

— Unequal Leg Length and Low-Back Pain 10-25(197) 

Development and Evaluation of Advanced Automotive Adaptive 
Equipment 
— Contractor Reports, Make McDermott, Jr. and Lewis A. Leavitt. 

Texas A&M University, College of Engineering 10-25(205-206) 
10-26(317-320) 
— Integrated Mobility System Test and Evaluation 10-25(206) 
— Servo-control System Test and Evaluation 10-25(206) 10-26 
(318) 
— Wheelchair Lift Evaluation 10-25(205-206) 10-26(318-319) 
— Wheelchair Restraint Evaluation 10-26(319-320) 

Development of Hearing-Aid System with Independently Adjustable 
Subranges of its Spectrum Using Micro-Processor Hardware 
— Contractor Reports: Daniel Graupe and G. Donald Causey. 

Colorado State University, Department of Electrical Engineer- 
ing, and University of Maryland, BioCommunications Labora- 
tory 10-25(241-242) 10-26(363-364) 

The Development of Improved Techniques for the Analysis of Hear- 
ing-Aid Performance 
— Contractor Reports: G. Donald Causey, Earleen Elkins, and 

Lucille Beck. University of Maryland, BioCommunications Lab- 
oratory 10-25(231-233) 10-26(357-360) 

Development of Refined Fitting Procedures for Lower-Limb Prosthe- 
sis—Case Studies of Applied Research in Orthotics and Prosthetics. 
— Contractor Reports: Augusto Sarmiento, Newton C. McCol- 

lough, III, and Loren Latta, University of Miami School of 
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Medicine, Department of Orthopaedics and Rehabilitation 
10-25(204) 10-26(317) 
Development of Standards 

— Lower Limb Torque Absorbers 10-26(264) 

— Van Wheelchair Lifts 10-25(169, 205-206) 10-26(318-319) 

— Wheelchair Cushions 10-25(171) 10-26(318-319) 

— See also Development and Evaluation of Advanced Automotive 
Adaptive Equipment 

Development of Test Procedures for Evaluation of Binaural Hearing 

Aids 

— Contractor Reports: Lamar L. Young, Northwestern University, 
School of Speech 10-25(227-231) Report for 10-26(356-357) 
incorporated into article under same title (see below) 

Development of Test Procedures for Evaluation of Binaural Hearing 

Aids—A Final Report: Raymond T. Carhart and Lamar Young 

10-26(9-45) 

— Binaural Squelch Effect 10-26(12-13) 

— Conclusions Drawn from Two Experiments Using Whitened and 
Peak-Clipped Speech in the Presence of a Competing Message 
10-26(31) 

— Conclusions Drawn from Two Experiments using Whitened and 
Amplitude-Compressed Speech in the Presence of a Competing 
Message 10-26(40) 

— Discrimination of Speech in Quiet and in Noise 10-26(1-11, 
23-31) 

— Head Diffraction Effects on Ear-Level Aids 10-26(14) 

— Head Shadow Effect 10-26(11) 

— Retaining Linguistic Information 10-26(23) 

— Summary of Work Completed Under Earlier Contracts 10-26 
(10-14) 

Device for Promoting Formation of Bone Material 

— Recent Patents: Werner Kraus 10-26(375) 

Device for the Determination and the Automatic Real-Time Compu- 
tation of the Parameters of Man’s Stability of Stance 

— Recent Patents: Yurig V. Terekhov 10-25(257) 

Dombre, Etienne 

— Electrical Stimulation of Limbs—Part III: Joint Position Control 
10-25(5-24) 

Driving Aids see Automotive Driving Aids 
Duran, Edward N. 

— Subminiature Insertable Force Transducer. Recent Patents 
10-26(376) 

Eastern Blind Rehabilitation Center see VA Hospital, West Haven, 

Connecticut 
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Edco-Hemi Walker 
— VAPC Research Report 10-26(244) 
Edco-Matic Chair Allows Varied Sitting Posture, Provides Level Table 
Surface 
— VAPC Research Report 10-26(251) 
Editorials 
— Functional Electrical Stimulation—Neural Prosthesis for the 
Disabled . . . Guest Editorial: James B. Reswick, 10-25(1-4) 
— “.,. And Sensory Aids II’’: Howard Freiberger 10-26(1-8) 
Ejercito, Emilio 
— Hemodynamic Evaluation of Preoperative and Postoperative 
Amputees. Contractor Reports 10-25(209-210) 10-26(322-323) 
Elbow Orthoses 
— Functional elbow orthosis 10-25(138-140) 10-26(218-220) 
Electrical Stimulation 
— Acceleration of Bone Healing by Electrical Stimulation 10-25 
(208-209) 
— Electrical Stimulation of Limbs: Joint Position Control 10-25 
(5-24) 
— Functional Electrical Stimulation in Rehabilitation 10-26(304) 
— Functional Electrical Stimulation—Neural Prosthesis for the 
Disabled . . . Editorial 10-25(14) 
— Functional Electrical Stimulation of the Muscles of the Hip 
10-26(343-344) 
— Patient Evaluation of a Functional Electrical Stimulation Hand 
Orthosis 10-26(344) 
— As Supportive Therapy in Athletic Injuries 10-25(198-199) 
— Testing of Electrical Transcutaneous Stimulators for Suppress- 
ing Pain 10-25(38-53) 
— Two Electromedical Projects: Electrospinal Instrumentation, 
and Pain Abatement Studies 10-25(198-199) 10-26(303-304) 
Electrical Stimulation of Limbs—Part III; Joint Position Control: 
Alain Fournier, Etienne Dombre, and Philippe Coiffet 10-25(5-24) 
— Characteristics of the Antagonists’ Passive Effects 10-25(12) 
— Characterization of the Joint 10-25(13-14) 
— Characterization of the Muscular Force F1(5) 10-25(13) 
— Computation Program (Illustrated) 10-25(14-18) 
— Determination of the Antagonists’ Passive Effects 10-25(9-10) 
— Determination of the Biomechanical Parameters 10-25(7-8) 
— Determination of the Control Signal and of the Joint Position 
10-25(8-9) 
— Determination of the Muscular Force 10-25(11) 
— Dynamic Study of a Joint (Dog Ankle) with a Single Degree of 
Freedom 10-25(6-14) 
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— Identification of the Joint 10-25(14-16) 
— Identification of the Joint Model 10-25(17-18) 
— Identification of the Muscle Model 10-25(17) 
— Model of Muscle Alone 10-25(14) 
— Simulation of the Model 10-25(16-17) 
— Simulation of the Total Model 10-25(18-23) 
Electrical Transcutaneous Stimulators 
— Testing of Electrical Transcutaneous Stimulators for Suppress- 
ing Pain 10-25(38-53) 
— For Testing Muscle Power 10-26(269) 
Elkins, Earleen 
— The Development of Improved Techniques for the Analysis of 
Hearing Aid Performance. Contractor Reports 10-25(231-233) 
10-26(357-360) 
Engineering Applications in Orthotic and Prosthetic Treatment of 
Musculoskeletal Defects 
— Contractor Reports: E. Byron Marsolais, Albert H. Burstein, 
and E. Schultz. VA Hospital, Wade Park, Cleveland, Ohio, 
Motion Study Laboratory 10-26(341-344) 
— Clinical Applications 10-26(343) 
— Computer Control for Stroboscopic System 10-26(341-342) 
— Functional Electrical Stimulation of the Muscles of the Hip 
10-26(343-344) 
Engineering Students Test Voice-Controlled System for Quadriplegics 
— Notes and News 10-25(247) 
Electromedical Projects in Treatment of SCI and Fresh Soft-Tissue 
Trauma 10-25(198-199) 
Electronic Calculators for the Blind Evaluated 
— Western Blind Rehabilitation Center, VA Hospital, Palo Alto, 
California, Contractor Report 10-26(355) 
— Eastern Blind Rehabilitation Center, VA Hospital, West Haven, 
Conn., Contractor Report 10-26(361-362) 
Electronic Power Conversion Kit for Wheelchairs 
— VAPC Research Report 10-26(246) 
Envircnmental Control Systems 
— AMBRDL Random Access Environmental Control 10-25(140- 
142) 
— Fidelity Comfort and Communication Control System 10-26 
(220) 
— Fidelity Comfort and Communication System Security Sentinel 
10-26(222-223) 
— Paratrol Mk II 10-25(142) 
— ROBOT (Remote Operation by Oral Triggering) System 10-26 
(220) 


284 





— Touch-Operated Selector Control 10-26(220-222) 

— VAPC Home Model Environmental Control 10-25(58-59) 

— VAPC Hospital Environmental Control 10-25(55-58) 10-26 
(222) 

— VAPC Remote Station Environmental Control 10-25(59-60) 

— VOTECS (Voice-Operated Typewriter and Environmental Con- 
trol System) 10-25(60-62) 

— Zero-Pressure Remote Power Control 10-26(223) 

Equinovarus Foot; Study of Implanted Electric Stimulators vs Four 
other Methods of Treatment (VA Hospital, Cleveland, Ohio) 
10-26(343) 

Evaluation Procedures for Environmental Sensing, Orientation and 
Mobility by the Blind 
— Contractor Reports: Robert A. Weisgerber. American Institutes 

for Research 10-25(233, 236-238) 

Everett, Bruce E. 

— The Reading of Printed Materials by the Blind (Evaluation of 
an Ink Print Reading Aid: the Stereotoner). Contractor Report 
10-25(233-236) 

Everett, Donald B. 

— Noise Compensation Techniques for Bioelectric Potential Sens- 
ing. Recent Patents 10-26(376) 

Externally Powered Orthoses 
— Functional Elbow Orthosis (Pneumatic Flexion Assist) VAPC 

Research Report 10-25(138-141) 10-26(218-219) 

— Powered Orthosis Development 10-25(202) 10-26(218-220) 

Externally Powered Prostheses 
— Control of an Artificial Upper Limb in Several Degrees of Free- 

dom (Colorado State University) 10-25(206-207) 10-26(320- 
322) 

— Followup of Field Evaluation of Externally Powered Upper- 
Limb Prosthesis (Johns Hopkins) 10-26(316) 

— Fundamental and Applied Research Related to the Design and 
Development of Upper-Limb Externally Powered Prostheses 
(UCLA) 10-25(184-194) 10-26(286-288) 

— Interdisciplinary Development and Evaluation of Externally 
Powered Upper-Limb Prostheses and Orthoses (Johns Hopkins) 
10-25(200-203) 10-26(307-316) 

— Method and System for Control of a Powered Prosthetic Device 
(Recent Patents) 10-26(376) 

— Powered Medical Manipulator/Worktable (Johns Hopkins) 
10-25(200-202) 10-26(307-315) 

— Powered Prosthesis Development 10-25(202-203) 
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— Prosthetics Research (Northwestern University) 10-25(183-184) 
10-26(285) 

— Supplementary Sensory Feedback for the VA/NU Myoelectric 
Hand: Background and Preliminary Designs (UCLA) 10-26 
(170-191) 

Facial Prosthetics 
— International Symposium, Ist, Arnhem, the Netherlands, April 

19-23, 1976 10-25(129-133) 

— Second International Symposium on Facial Prostheses, San 
Antonio, Texas, May 1978 (not held) Announced, Calendar of 
Events 10-26(366) 

Farmer, Leicester W. 

— Clinical Study of Mobility Aids for the Blind. Contractor Re- 
ports 10-25(219-221) 10-26(350-352) 

Federal Woman’s Award for Mary Patricia Murray, Ph. D. 

— Notes and News 10-26(368-369) 

Feldstein, Cyril 
— Subminiature Insertable Force Transducer. Recent Patents 

10-26(376) 

Fidelity Comfort and Communication Control System 
— VAPC Research Report 10-26(220) 

Fidelity Comfort and Communication System Security Sentinel 
— VAPC Research Report 10-26(222-223) 

The First International Symposium on Facial Prosthetics, Arnhem, 
The Netherlands, April 19-23, 1976: Reviewed by Participant 
John F. Lontz 10-25(129-133) 

Fishman, Sidney 
— Appointed Professor by New York University School of Medi- 

cine. Notes and News 10-25(247-248) 

Fletcher, James C. 

— Subminiature Insertable Force Transducer. Recent Patents 
10-26(376) 

Flexible Prosthetic Socket Materials Research 10-26(275-284) 

Flora, John H. 

— Method and System for Control of a Powered Prosthetic Device. 
Recent Patents 10-26(376) 

Fournier, Alain 
— Electrical Stimulation of Limbs—Part III: Joint Position Con- 

trol 10-25(5-24) 

Frankel, Victor H. 

—In Vivo Loading of Knee Replacement. Contractor Reports 
10-25(214) 10-26(339-340) 

Freedy, Amos 
— Fundamental and Applied Research Related to the Design and 
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Development of Upper-Limb Externally Powered Prostheses. 
Contractor Reports 10-25(184-194) 10-26(286-288) 
Freewheeler Electric Wheelchair 
— VAPC Research Report 10-26(228-229) 
Freiberger, Howard 

— **,,. And Sensory Aids II”’ Editorial 10-26(1-8) 

— Editor, Highlights of Other VA Research Programs (Sensory 
Aids) 10-25(215-242) 10-26(334-364) 

Freter, John M. 

— Ankle Block. Recent Patents 10-26(375) 

— Knee Prosthesis. Recent Patents 10-25(257) 
Functional Elbow Orthosis, Pneumatic Assist for Flexion 

— VAPC Research Report 10-25(138-140) 10-26(218-220) 
Functional Electrical Stimulation—Neural Prosthesis for the Disabled 

— Guest Editorial: James B. Reswick 10-25(14) 

Functional Electrical Stimulation see Electrical Stimulation 
Fundamental and Applied Research Related to the Design and De- 
velopment of Upper-Limb Externally Powered Prostheses 

— Contractor Reports: John H. Lyman, Amos Freedy, and 
Ronald Prior. University of California, Los Angeles, School of 
Engineering and Applied Science 10-25(184-194) 10-26(286- 
288 

Gabriel Taiubeciae M.D., 1896-1975 

— Notes and News 10-25(253-256) 

Gadbaw, Patricia 

— Clinical Application Study of Reading and Mobility Aids for 

the Blind. Contractor Reports 10-25(238-241) 10-26(360-363) 
Gait Analysis 

— Ankle Motions During Walking 10-25(196-197) 

— Clinical Gait Analyzer 10-25(214) 

— Device for the Determination and the Automatic Real-Time 
Computation of the Parameters of Man’s Stability of Stance 
(Recent Patents) 10-26(257) 

— Dynamic Analysis of Gait 10-25(115-119) 

— Gait Dynamics 10-26(295-301) 

— Instrumentation for Clinical Gait Evaluation 10-25(197) 

— Unequal Leg Length and Low-Back Pain 10-25(197) 

— VA-Rancho Gait Analyzer 10-26(331-333) 

Gaitenby, Jane H. 

— Research on Audible Outputs of Reading Machines for the 

Blind. Contractor Reports 10-25(216-218) 10-26(344-348) 
Garner, Donald 

— Clinical Application Study of Reading and Mobility Aids for 

the Blind. Contractor Reports 10-25(238-241) 10-26(360-363) 
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Gaymar High Density Fluidized (HDF) Bed 
— VAPC Research Report 10-26(251) 
General 
— Publications of Interest 10-25(262-264) 10-26(380-383) 
George M. Gillispie Heads VA Blind Rehabilitation 
— Notes and News 10-25(243) 
Geriatric Amputees 

— Geriatric Version of Hydraulic Knee Control System (Mauch 
Laboratories) 10-25(182) 

— Hemodynamic Evaluation of Postoperative and Preoperative 
Amputees (VAH Castle Point, N.Y.) 10-25(209-210) 10-26(322- 
323) 

— A Kneeless Leg Prosthesis for the Elderly Amputee 10-25(97-, 
119) 

— Immediate Postoperative Prosthesis Research Study 10-25(198- 
199) 10-26(301-303) 

Gillispie, George M. 
— Heads VA Blind Rehabilitation. Notes and News 10-25(243) 
Glabiszewski, Richard 
— Articulate Joint for Prosthetic Devices. Recent Patents 10-26 
(375) 
Godfrey Standing Aid 
— VAPC Research Report 10-26(246-247) 
Goodrich, Greg 
— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports 10-25(223-226) 10-26(354-356) 
Governor Carey Honored for Service to the Deaf 
— Notes and News 10-25(249-250) 
Gowen, Richard 
— Elected Secretary of AEMB, Notes and News 10-26 (369-370). 
Graphite-Epoxy Composite Shank for Partial Thigh Endoskeletal 
Prostheses 
— VAPC Research Report 10-25(136) 
Graphite-Epoxy Knee Joint for Below-Knee Prosthesis 
— VAPC Research Report 10-26(216) 
Graphite-Epoxy SACH Foot Keels 
— VAPC Research Report 10-26(216-217) 
Graphite-Epoxy Shank for Partial Thigh Endoskeletal Prosthesis 
— VAPC Research Report 10-26(2 16) 
Graupe, Daniel 

— Control of an Artificial Upper Limb in Several Degrees of Free- 
dom. Contractor Reports 10-25(206-207) 10-26(320-322) 

— Development of a Hearing-Aid System with Independently Ad- 
justable Subranges of its Spectrum Using Microprocessor Hard- 
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ware. Contractor Reports 10-25(241-242) 10-26(363-364) 
Guardian Folding Walker 
— VAPC Research Report 10-26(242-244) 
Gyro-Gym Therapeutic Exerciser 
— VAPC Research Report 10-26(262-263) 
Haber, Paul A. L. 
— Heads VA Program for Aging Veterans. Notes and News 10-25 
(252-253) 
Hadley School for the Blind 
— Instruction in, and Evaluation of Reading Machines for the 
Blind. Contractor Reports: Donald W. Hathaway, Margaret 
Butow, and Roger D. Rouse 10-25(222-223) 10-26(report in- 
corporated into article “Research and Evaluation of Audible 
Output Print Reading Aids for the Blind—A Final Report”: 
Michael Carbery and Margaret Butow pp. 139-169) 
— Desirable Auxiliary Devices and Modifications 10-26(159- 
161) 
— Learning to Teach the Optacon 10-26(158) 
— New Dimension for Sound: the Stereotoner 10-26(147-156) 
— Optical Character Recognition is Applied: the Cognodictor 
10-26(146-147) 
— Optophone Development 10-26(139-140) 
— Recommendations 10-26(161-162) 
— Stereotoner User Survey 10-26(162-169) 
— A Tactile Aid Evaluated: The Visotactor 10-26(146) 
— Visotoner Development 10-26(140-146) 
Hall, Albert D. 
— Below-Knee Amputation with Immediate Postoperative Fitting 
of Prosthesis. Contractor Reports 10-25(no report) 10-26(307) 
Hall, Charles William 
— Permanently Attached Artificial Limbs. Contractor Reports 
10-25(211) 10-26(331) No reports in those issues; see article 
“Skeletal Extension Development: Criteria for Future Designs” 
in 10-25. 
— Skeletal Extension Development: Criteria for Future Designs 
10-25(69-96) 
Hand Control Apparatus for an Aircraft Usable by a Person Lacking 
Use of His Legs 
— Recent Patents: Bernard Morin 10-26(375) 
Haskins Laboratories, Inc., 
— Research in Audible Outputs of Reading Machines for the Blind. 
Contractor Reports: Franklin S. Cooper, A. M. Liberman, Jane 
H. Gaitenby, Ignatius G. Mattingly, Patrick W. Nye, and George 
N. Sholes 10-25(215-218); Franklin S. Cooper, Jane H. Gaiten- 
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by, Frances Ingemann, Ignatius G. Mattingly, Patrick W. Nye, 
and Linda Shockey 10-26(344-348) 
— Conclusion 10-25(218) 10-26(347-348) 
— Extending the Speech Synthesis Program 10-25(217) 
— Flexible Software Synthesizer 10-26(346) 
— Improvements to Synthesis Programs 10-25(216-217) 
— Introduction 10-25(216) 10-26(345) 
— New Research on Speech Synthesis-by-Rule 10-26(346-347) 
— New Synthesis Methods 10-25(218) 
— Print-to-Sound Conversion for Surnames 10-26(345-346) 
— Print-to-Sound Rules for Proper Names 10-25(217-218) 
— Revisions to the Synthesis Programs 10-26(345) 
— Studies of Temporal Variations in Natural Speech 10-26(347) 
Hassler, Craig R. 
— Method and System for Control of a Powered Prosthetic Device. 
Recent Patents 10-26(376) 
Hathaway, Donald W. 
— Instruction in, and Evaluation of, Reading Machines for the 
Blind. Contractor Reports 10-25(222-223) 
“Hearing Aid Performance Measurement’’, Test Data on Aids, Pub- 
lished by Government Printing Office 
— The Hearing Aid Program of the Veterans Administration 10-25 
(122) 
The Hearing-Aid Program of the Veterans Administration: Twenty 
Years of Service: G. Donald Causey 10-25(120-128). 
— Audiology and Speech Pathology Program 10-25(124-125) 
— FY 1974 Costs 10-25(126) 
— New Two-Year Test-Rotation Program 10-25(122-127) 
— Research and Development Aims 10-25(127-128) 
— Test and Selection Program 10-25(121-122) 
Hearing Aids 
— Development of a Hearing-Aid System with Independently Ad- 
justable Subranges of its Spectrum Using Microprocessor Hard- 
ware 10-25(241-242) 10-26(363-364) 
— Development of Improved Techniques for the Analysis of Hear- 
ing-Aid Performance 10-25(231-233) 10-26(357-360) 
— Development of Test Procedures for Evaluation of Binaural 
Hearing Aids 10-25(227-231) 10-26(9-43) 
— Telecommunications System for the Hearing Impaired Utilizing 
Baudot-ASC II Code Selection (Recent Patents) 10-25(258) 
— The Hearing-Aid Program of the Veterans Administration: 
Twenty Years of Service 10-25(120-128) 
Helen Hayes Hospital, Biomechanics Research Unit, West Haver- 
straw, New York 


290 





Index 


— Acceleration of Bone Healing by Electrical Stimulation. Con- 
tractor Reports: George Van B. Cochran 10-25(208-209) 10-26 
(322 no report) 

Helen Keller’s Name for New National Center 

— Notes and News 10-25(246) 

Helen Keller World Conference on Services to Deaf-Blind Adults 

— Calendar of Events 10-26(385) 

Hemodynamic Evaluation of Preoperative and Postoperative Am- 
putees 

— Contractor Reports: Bok Y. Lee, Frieda S. Trainor, David Kav- 
ner, John L. Madden, and Emilio Ejercito. VA Hospital, Castle 
Point 10-25(209-210) 10-26(322-323) 

Hess Rotary Bed 

— VAPC Research Report 10-26(250-251) 

Hines, Illinois, VA Hospital, Central Rehabilitation Section for 

Visually Impaired and Blinded Veterans, Contractor Reports 

— Clinical Study of Mobility Aids for the Blind, 10-25(219-221) 
10-26(350-352) 

— Clinical Trials of Reading Machines for the Blind 10-25(221- 
222) 10-26(353-354) 

Hines Supply Depot in Illinois 

— The Hearing Aid Program of the Veterans Administration 10-25 

(123-125) 
Hinman, Edward J. 

— Elected vice-president of AEMB, Notes and News 10-26(369- 
370) 

Hohn, Richard E. 

— Method and Apparatus for Programming a Computer Operated 
Robot Arm. Recent Patents 10-26(376) 

Horner, Patricia I. 
— Appointed Administrative Director of the Alliance for Engineer- 
ing in Medicine and Biology. (AEMB) Notes and News 10-26 
370 
Sil ae cee Inc., APRL Voluntary-Closing Hook 
— Compliance Testing, VAPC Research Report 10-25(171) 
Hotel’s Willingness to Renovate for Accessibility Won White House 
Conference Choice 
— Notes and News 10-26(367-368) 
Human Locomotion 

— Biomechanical Studies of Human Locomotion 10-25(196-197) 
10-26(295-301) 

— see also Gait Analysis 

Hursen, Thomas F. 
— Implantable Nerve Stimulator. Recent Patents 10-26(375) 
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Hydraulic Control Systems 
— Ankle see Mauch Laboratories 
— Knee: Swing and Stance (S-N-S) Control System Development 
Completed, Reporting Discontinued 10-25(179) 

— Leg see A Kneeless Leg Prosthesis for the Elderly Amputee 
IEEE see Institute of Electrical and Electronics Engineers 
Immediate Postoperative Fitting of Prosthesis 

— Below-Knee Amputation with Immediate Postoperative Fitting 

of Prosthesis, VA Hospital, San Francisco, Calif. 10-26(307) 
Immediate Postoperative Prosthesis Research Study 
— Contractor Reports: Ernest M. Burgess. Prosthetics Research 
Study, Seattle, Washington 10-25(198-200) 10-26(301-306) 
— Comments on Other Projects 10-25(199-200) 
— Controlled Environment Treatment (CET) 10-26(301-302) 
— Electrical Stimulation Therapy in Trauma 10-25(199) 
— Functional Capabilities Study 10-26(304) 
— Functional Electrical Stimulation 10-26(303-304) 
— Multi-Leg Attachment Device 10-26(304) 
— Photogrammetry in Residual Limb Evaluation 10-25(199) 
— Physiological Suspension Study 10-26(304-305) 
— Preamputation Level Determination and Skin Blood Flow 
Research 10-26(302-303) 
— PRS-Moore Load Cell 10-26(304) 
— Roehampton Technique 10-25(199) 
— Seattle VA Hospital Amputee Service 10-26(305) 
— Two Electromedical Projects: Electrospinal Instrumentation, 
and Pain Abatement Study 10-25(198-199) 10-26(303-304) 
Implantable Nerve Stimulator 
— Recent Patents: Thomas F. Hursen and Steve A. Kolenik 10-26 
(375) 
Index to the Bulletin of Prosthetics Research, Numbers BPR 10-23 
and BPR 10-24, appears in Number 10-25(268-298) 
Indoor/Outdoor Wheelchair Frame 

— Recent Patents: Keith S. Rodaway 10-25(259) 
Indoor/Outdoor Wheelchairs 

— Design Criteria 10-26(198-200) 

— Design Discussion, Clinical and Engineering Aspects, VAPC 

10-26(232-239) 

— The Mobility, Inc., Van-Compatible Wheelchair 10-26(200-206) 

— Powered Wheelchair for the Independent Quadriplegic Patient 

10-26(197-206) 

— PRAHN (Powered, Reclining, Adjustable Height and Narrow- 

ing, Wheelchair (UCLA) 10-25(198) 10-26(294) 
— Stainless Medical Products Electric Wheelchair 10-26(225-227) 
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Inflatable Device for Healing of Tissue 
— Recent Patents: Roy Lapidus 10-26(375) 
Ingemann, Frances 
— Research on Audible Outputs of Reading Machines for the 
Blind. Contractor Reports 10-26(344-348) 
Instruction in, and Evaluation of, Reading Machines for the Blind 
— Contractor Reports: Donald W. Hathaway, Margaret Butow, 
and Roger D. Rouse. Hadley School for the Blind 10-25(222- 
223) 10-26(Report incorporated into article, “Research and 
Evaluation of Audible Output Print Reading Aids for the Blind”’, 
M. Carbery and M. Butow, pp 139-169) 
Interdisciplinary Development and Evaluation of Externally Powered 
Upper-Limb Prostheses and Orthoses 
— Contractor Reports: Woodrow Seamone and Gerhard Schmeis- 
ser. Johns Hopkins University, Applied Physics Laboratory 
10-25(200-203) 10-26(307-316) 
An Invitation to Visit New York in the Spring Time from ISPO 1977 
World Congress, May 26-June 2 
— Notes and News 10-26(365-366) 
In Vivo Loading of Knee Joint Replacement 
— Contractor Reports: Albert H. Burstein and Victor H. Frankel. 
Case Western Reserve University, Biomechanics Laboratory 
10-25(214); Albert H. Burstein and Richard Brown 10-26(339- 
340) 
Jacob, Ezekiel J. 
— Method of Raised Xerographic Printing and Product. Recent 
Patents 10-25(257) 
Jacobi, Jorge D. 
— Spinal-Cord-Injury Studies: Paralysis, Spasticity, and Pain. 
Contractor Reports 10-25(213) 
Jenkins, Kenneth T. 
-- Elected President of Rehabilitation International. Notes and 
News 10-26(372-373) 
Johns Hopkins University, Applied Physics Laboratory, Silver 
Spring, Maryland 
— Interdisciplinary Development and Evaluation of Externally 
Powered Upper-Limb Prostheses and Orthoses. Contractor 
Reports: Woodrow Seamone and Gerhard Schmeisser 10-25 
(200-203) 10-26(307-316) 
— An Effort to Make Self-feeding Practical 10-26(314-315) 
— Followup of Field Evaluation of Externally Powered Upper- 
Limb Prostheses 10-26(316) 
— New Clinical Observations of the Manipulator/Worktable in 
Use 10-26(311-315) 
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— Powered Medical Manipulator/Worktable Refinements and 
Additions 10-25(200-202) 10-26(307-315) 
— Powered Orthosis Development 10-25(202) 
— Powered Prosthesis Development 10-25(202-203) 
oint 
. — Articulate Joint for Prosthetic Devices (Recent Patents) 10-26 
(375) 
— Electrical Stimulation of Limbs: Joint Position Control 10-25 
(5-23) 
— Hydraulic Ankle Control System 10-25(179-182) 
— In Vivo Loading of Knee Joint Replacement 10-25(214) 10-26 
(339-340) 
— Pivot Joint Adapter (Recent Patents) 10-25(258) 
— Polypropylene Hip Joint 10-25(136-137) 10-26(217) 
— Prosthetic Limb with Weight-Responsive Joint Lock (Recent 
Patents) 10-26(376) 
— Six-Bar-Linkage Knee System 10-25(195) 
— See also Ankle, Knee, etc. 
Jouk Standing Ambulator 
— VAPC Research Report 10-26(241) 
“Journal of Blindness and Visual Impairment” 
— Replaces “New Outlook for the Blind” and “Research Bulletin.”’ 
Notes and News 10-26(373) 
KAFO see Knee-Ankle-Foot Orthoses 
Karchak, Andrew, Jr., 
— Adjustable Wheelchairs. Recent Patents 10-25(257) 
— Wheelchair Drive Package. Recent Patents 10-25(258) 
Kavner, David 
— Hemodynamic Evaluation of Preoperative and Postoperative 
Amputees. Contractor Reports 10-25(209-210) 10-26(322-323) 
Kenedi, Robert Maximilian 
— Elected to Membership in National Academy of Engineering. 
Notes and News 10-26(374) 
— A Kneeless Leg Prosthesis for the Elderly Amputee, Advanced 
Version 10-25(97-119) 
Kinematic Data on Human Gait see Biomechanical Studies of Human 
Locomotion 
Knee-Ankle-Foot Orthoses 
— VAPC Clinic Team Evaluation: Special Case Histories 10-25 
(175-176); Case Histories, case no. 4 10-26(271) 
Knee Mechanisms 
— Four-Bar-Linkage Polycentric Pneumatic Knee (UC-BL) 10-25 
(194-195) 10-26(288-289) 
— Friction-Stabilized Knee 10-26(292-293) 
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— In Vivo Loading of Knee Joint Replacement 10-25(214) 10-26 
(339-340) 

— Kneeless Concept in a Prosthesis for the Elderly 10-25(100) 

— Polypropylene Knee Joint 10-25(138) 

— Simplified Artificial Leg Structure with Articulated Knee Joint 
(Recent Patents) 10-25(258) 

— Six-Bar-Linkage Knee with Mechanical Swing-Control (UC-BL) 
10-25(195-196) 10-26(289-293) 

— Swing and Stance (S-N-S) Hydraulic Control System, Develop- 
ment Completed, Reporting Discontinued (Mauch Laboratories) 
10-25(179) 

Knee Prosthesis 

— Recent Patents: James W. Breakey, John M. Freter, and Jack 
Wren 10-25(257) 

A Kneeless Leg Prosthesis for the Elderly Amputee, Advanced Ver- 
sion. Rahamin Seliktar and R. M. Kenedi 10-25(97-119) 

— Comparative Graphs and Walking Cycle 10-25(105-114) 

— Dynamic Analysis of Gait 10-25(115-119) 

— Hydraulic Control System with Illustrations 10-25(100-103) 

— The Kneeless Concept 10-25(100) 

— The Mechanisms of the Leg 10-25(100-103) 

— Pneumatic Self-Energizing System Shortens Leg for Swing- 
Phase Clearance 10-25(100-104) 

Kurzweil Reading Machine, Evaluation Protocol Written 
— Contractor Report, VA Hospital, Hines, Illinois 10-26(353-354) 
Laser Cane 

— Clinical Study of Mobility Aids for the Blind 10-25(219-220) 

— Electronic Mobility Aids 10-25(224) 

— Low Vision Aid Survey 10-25(240) 

— Pre-Training Orientation Tape Cassette 10-25(238) 

— Three Veterans Entered Training 10-26(352) 

Laser-Doppler Measurement of Cutaneous Blood Flow: Correlation 
with Xenon 133 Clearance Technique 

— Contractor Report, Prosthetics Research Study, Seattle, Wash- 
ington 10-26(303) 

Latta, Loren 

— Development of Refined Fitting Procedures for Lower-Limb 
Prosthesis—Case Studies of Applied Research in Orthotics and 
Prosthetics. Contractor Reports 10-25(204) 10-26(316-317) 

Lauer, Harvey 

— Clinical Trials of Reading Machines for the Blind. Contractor 

Reports 10-25(221-222) 10-26(353-354) 
Leavitt, Lewis A. 
— Development and Evaluation of Advanced Automotive Adap- 
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tive Equipment. Contractor Reports 10-25(205-206) 10-26 
(317-320) 
Lee, Bok Y. 

— Hemodynamic Evaluation of Preoperative and Postoperative 

Amputees. Contractor Reports 10-25(209-210) 10-26(322-323) 
Lewis, Gilbert W. 

— Subminiature Insertable Force Transducer. Recent Patents 

10-26(376) 
Liberman, A. M. 

— Research on Audible Outputs of Reading Machines for the Blind 
(Synthesis of Speech) Haskins Laboratories. Contractor Report 
10-25(216-218) 

Lifts 

— Ambulift 10-26(255-256) 

— Autolift 10-26(253-255) 

— Development of Standards for Van Wheelchair Lifts 10-25(169) 

— Mecalift 10-26(256-257) 

— Reyer Lift 10-25(153) 

— Van Wheelchair Lift Manufacturers and Van Modifiers 10-25 
(169-170) 

Locomotion: see Gait Analysis 
Lontz, Joa F. 

— The First International Symposium on Facial Prosthetics, Arn- 
hem, The Netherlands, April 19-23, 1976 10-25(129-133) 

— Maxillofacial Restorative Biomaterials and Techniques. Con- 
tractor Reports 10-25(210-211) 10-26(323-330) 

— Secretary-General, Second International Symposium for Facial 
Prostheses 10-26(366) 

Lower Limb Orthoses 

— Multi-Podus Therapeutic Foot and Leg Unit 10-26(259-261) 

— Polypropylene Knee Orthosis 10-25(138): VAPC Clinic Team 
Evaluation, Special Case Histories 10-25(176), Case No. 410- 
26 (271) 

— see also Knee-Ankle-Foot Orthoses 

Lower-Limb Prostheses 

— Above-Knee Endoskeletal Structures, Multiplex Mark V System 
10-26(217-218) 

— Design of Lower-Limb Prosthetic and Orthotic Devices 10-25 
(194-196) 10-26(288-293) 

— Graphite-epoxy Knee Joint 10-26(216) 

— Graphite-epoxy SACH Foot Keels 10-26(216-217) 

— Graphite-epoxy Shank 10-25(136) 10-26(216) 

— A Kneeless Leg Prosthesis for the Elderly Amputee, Advanced 
Version 10-25(97-114) 





— Pivot Joint Adapter (Recent Patents) 10-25(258) 

— Polypropylene Pelvic Joint 10-25(136-137) 10-26(217) 

— Prosthetic Limb with Weight-Responsive Joint Lock (Recent 
Patents 10-26(376) 

— Prosthetic Skin 10-26(217) 

— Simplified Artificial Leg Structure with Articulated Knee Joint 
(Recent Patents) 10-25(258) 

— See also Ankle, Feet, SACH Feet, etc. 

Lower-Limb Prosthetics 

— Development of Refined Fitting Procedures for Lower-Limb 
Prosthesis—Case Studies of Applied Research in Orthotics and 
Prosthetics 10-25(204) 10-26(316-317) 

Lower-Limb Torque Absorbers, Testing 
— VAPC Research Report 10-25(171) 10-26(264) 
Low Vision Aids and Training 

— Contractor Report, Western Blind Rehabilitation Center, VA 
Hospital, Palo Alto, California 10-26(354-355) 

— See also Workshop on Low Vision Mobility 

Low Vision Aid Usefulness Related to Demographic, Psychological, 
and Medical Data in Computer Study 

— Contractor Report, Eastern Blind Rehabilitation Center, VA 
Hospital, West Haven, Connecticut 10-26(360-361) 

Low Vision Mobility Workshop see Workshop on Low Vision Mobility 
Lumbar Sympathectomy Retrospective Review 

— Contractor Report, Castle Point VA Hospital, New York 10-26 

(322-323) 
Lyman, John H. 

— Fundamental and Applied Research Related to the Design and 
Development of Upper-Limb Externally Powered Prostheses. 
Contractor Reports 10-25(184-194) 10-26(286-288) 

— Supplemental Sensory Feedback for the VA/NU Myoelectric 
Hand; Background and Preliminary Design 10-26(170-191) 

McCann Co., John D., “Comfort”? Wool Stump Socks 

— Compliance Testing 10-25(172) 

McCollough, Newton C., III 

— Development of Refined Fitting Procedures for Lower-Limb 
Prosthesis—Case Studies of Applied Research in Orthotics and 
Prosthetics. Contractor Reports 10-25(20+:) 10-26(316-317) 

McDermott, Make, Jr., 

— Development and Evaluation of Advanced Automotive Adap- 
tive Equipment. Contractor Reports 10-25(205-206) 10-26 
(317-320) 

McLaurin, C. A. 
— Biofeedback—Background and Applications to Physical Re- 
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habilitation 10-25(25-37) 
Madden, John L. 
— Hemodynamic Evaluation of Preoperative and Postoperative 
Amputees. Contractor Reports 10-25(209-210) 10-26(322-323) 
Malamazian, John D. 
— Clinical Study of Mobility Aids for the Blind. Contractor Re- 
ports 10-25(219-221) 10-26(350-352) 
— Clinical Trials of Reading Machines for the Blind. Contractor 
Reports 10-25(221-222) 10-26(353-354) 
Mallow, William A. 
— Skeletal Extension Development: Criteria for Future Designs 
10-25(69-96) 
Manipulator 
— An Effort to Make Self-Feeding Practical, Johns Hopkins Univ. 
Manipulator 10-26(314-315) 
— Method and Apparatus for Programming a Computer Operated 
Robot Arm, Recent Patents 10-26(376) 
— Model 1A for VAPC Testing 10-26(315) 
— New Clinical Observations on the Manipulator in Use 10-26 
(311-314) 
— Powered Medical Manipulator 10-25(200-202) 10-26(308-311) 
— Third JHU Manipulaior/Worktable to go to VA Hospital, West 
Roxbury, Massachusetts, for Evaluation 10-26(307) 
— Voice-Controlled Wheelchair with Manipulator is Product of 
VA-NASA-HEW Cooperation (Notes and News) 10-26(367) 
Marsolais, E. Byron 
— Engineering Applications in Orthotic and Prosthetic Treatment 
of Musculoskeletal Defects. Contractor Reports 10-26(341-344) 
Mason, Carl P. 
— Testing of Electrical Transcutaneous Stimulators for Suppress- 
ing Pain 10-25(38-54) 
Mattingly, Ignatius G. 
— Research on Audible Outputs of Reading Machines for the 
Blind. Contractor Reports 10-25(216-218) 10-26(344-348) 
Mattress for Preventing Bedsores 
— Recent Patents: E. Allen Blair 10-25(259) 
Mauch, Hans A. 
— Reading Aid for the Blind. Recent Patents 10-26(376) 
— Reflex Viewer and Tracking Aid. Recent Patents 10-25(258) 
— See also Mauch Laboratories 
Mauch Laboratories 
— Research and Development in the Fieid of Artificial Limbs. 
Contractor Reports: Hans A. Mauch and Glendon C. Smith 
10-25(179-182) 10-26(273-275) 





Index 


— Hydraulic Ankle Control System, Clinical Testing 10-26 
(273-274) 
— Hydraulic Ankle Control System Design Improvements 10-25 
(179-182) 
— Hydraulic Swing and Stance Control (S-N-S) System Com- 
pleted: Reporting Discontinued 10-25(179) 
— Hydraulic System’s New Rubber Sealing Ring Has ‘‘N”’ Sec- 
tion 10-25(182) 
— Research and Development in the Field of Reading Machines 
for the Blind. Contractor Reports: Hans A. Mauch and Glendon 
C. Smith 10-25(218-219) 10-26(348-350) 
— Cognodictor Development 10-26(348-350) 
— Synthetic Speech Production 102-6(348-350) 
Maxillofacial Restorative Biomaterials and Techniques 
— Contractor Reports: James W. Schweiger and John F. Lontz. 
Temple University School of Dentistry 10-25(210-211) 10-26 
(323-330) 
— Adhesive Formulation 10-26(328-329) 
— Biomechanical Replication of Living Tissue (Tensile Charac- 
teristics) 10-26(324-325) 
— Changes in Tactile Quality with Hygienic Cleaning 10-26 
(325) 
— Changes in Tactile Quality with Temperature 10-26(325- 
326) 
— Color Standardization and Matching 10-26(327-328) 
— Comparative Evaluation of the Four Principal Types of 
Elastomer Polymers 10-26(323-330) 
— Peroxide-Catalyzed Polysiloxane ‘Biomaterial of Choice” for 
Maxillofacial Construction 10-25(210-211) 
— References 10-26(330) 
— Stability to Actinic Exposure (with Table) 10-26(325) 
— Summary of Changes in Tensile Modulus with Simulated In- 
tense Cleansing Procedures (with Table) 10-26(326-327) 
— Toxicological Testing for Product and Process Certification 
10-26(329) 
Mecalift for Home Use by Non-Ambulatory Patients 
— VAPC Research Report 10-26(256-257) 
Medical Manipulator see Manipulator 
Mentor 401 (Mentor Corp.) 
— Testing of Electrical Transcutaneous Stimulators 10-25(44-45) 
Method and Apparatus for Programming a Computer Operated 
Robot Arm 
— Recent Patents: Merton D. Corwin, Jr., Richard E. Hohn, and 
Ronald L. Tarvin 10-26(376) 
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Method of Raised Xerographic Printing and Product 
— Recent Patents, Ezekiel J. Jacob 10-25(257) 
Method and System for Control of a Powered Prosthetic Device 
— Recent Patents: Edmund B. Weis, Jr., Craig R. Hassler, and 
John H. Flora 10-26(376) 
Microcomputer-Aided Myoelectric Control of a Multi-Degree-of- 
Freedom Prosthesis, Identification Algorithms Evaluated 
— Contractor Reports, Colorado State University, Department of 
Electrical Engineering, Fort Collins, Colorado 10-25(206-207) 
10-26(320-322) 
Microcomputer Control System for the UCLA/VA Three-Degree-of- 
Freedom Arm Prosthesis 
— Contractor Reports, University of California, Los Angeles, 
School of Engineering and Applied Science, Biotechnology 
Laboratory 10-25(184-194) 10-26(286-287) 
Microfiche Reader Evaluated 
— VAPC Research Report 10-25(143-144) 
Microfilm Reader Completed 
— VAPC Research Report 10-26(224-225) 
Microprocessors 
— Development of a Hearing-Aid System with Independently Ad- 
justable Subranges of its Spectrum Using Microprocessor Hard- 
ware 10-25(241-242) 10-26(363-364) 
Minicomputer (PDP-11) Installed in Cognodictor (Mauch Labora- 
tories) 10-25(219) 10-26(350) 
— See also Computers 
Minor, Orval L. 
— Simplified Artificial Leg Structure with Articulated Knee Joint. 
Recent Patents 10-25(258) 
Method of Raised Xerographic Printing and Product 
— Recent Patents: Ezekiel J. Jacob 10-25(257) 
Mobile Bed/Chair for High Level Quadriplegics (A Final Report) 
— Contractor Reports: Jacquelin Perry and James R. Allen. The 
Professional Staff Association of the Rancho Los Amigos 
Hospital 10-26(334-339) 
Mobility Aids for the Blind 
— See VA Hospital, Hines, Illinois: Central Rehabilitation Section 
for Visually Impaired and Blinded Veterans 
— See VA Hospital, Palo Alto, California: Western Blind Rehabili- 
tation Center 
— See VA Hospital, West Haven, Connecticut: Eastern Blind Re- 
habilitation Center 
— See Workshop on Low Vision Mobility 





Mobility Aids for the Motor Disabled 

— Jouk Standing Ambulator 10-26(241) 

— Mobility Aids for the Severely Handicapped—a Status Report 
10-26(192-213) 

— Special Mobility Aid for Veteran with Left Hemipelvectomy 
and a Right Hip Disarticulation 10-26(239-241) 

— see also Functional Stimulation, Manipulators, Self-Feeders, 
Standing Aids, Van Wheelchairs, Walkers, Wheelchairs 

Mobility Aids for the Severely Handicapped 

— Contractor Reports: Charles M. Scott and Ronald E. Prior. 
Mobility Engineering and Development, Inc., Canoga Park, 
California 10-25(212) 10-26(Report incorporated into article, 
“Mobility Aids for the Severely Handicapped—A Status Re- 
port”’) (see next entry) 

Mobility Aids for the Severely Handicapped—A Status Report: 

Charles M. Scott and Ronald E. Prior 10-26(192-213) 

— Comparison of Indoor Maneuverability of E&J Premier, UC/ 
PRAHN, and the Mobility (MED, Inc.) Van-Compatible Wheel- 
chair 10-26(205) 

— Comprehensive Progress Report: The Mobility Van-Compatible 
Wheelchair July 1, 1973 Through September 30, 1976 10-26 
(200-206) 

— Description of the “Mobility 3000” Series Chair-Van Systems 
10-26(193-197) 

— Design Criteria for Nonlicensed Mobility Aid (Wheelchair) 
10-26(198-200) 

— High-Reliability Chair/Van Systems for High-Level Quadri- 
plegic Patients 10-26(206-213) 

— Powered Wheelchair for the Independent Quadriplegic Patient 
10-26(197-200) 

— Planned Development toward a Voice-Recognition Control 
System 10-26(210-213) 

Mobility Engineering and Development, Inc. 

— Mobility Aids for the Severely Handicapped. Contractor Re- 
ports: Charles M. Scott and Ronald E. Prior 10-25(212) 
10-26(331; report incorporated into article on pages 192-213) 

Mobility with Low Vision see Low Vision, also Workshop on Low 

Vision Mobility. 

Mobility Performance in the Blind as Related to Hearing Aid Use 

— Contractor Report, Eastern Blind Rehabilitation Center, VA 
Hospital, West Haven, Connecticut 10-26(361) 

Mobility Training for the Blind 

— See Clinical Application Study of Reading and Mobility Aids 

for the Blind (Palo Alto, California) 
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— See Clinical Application Study of Reading and Mobility Aids 
for the Blind (West Haven, Connecticut) 
— See Clinical Study of Mobility Aids for the Blind (Hines, Illinois) 
Moore, Robert R. 

— Ankle Block. Recent Patents 10-26(375) 

— Rotator for Prosthetic Ankle Joint. Recent Patents 10-26(376) 
Moore, Wesley S. 

— Below-Knee Amputation with Immediate Postoperative Fitting 
of Prosthesis. Contractor Reports 10-25(no report) 10-26(307) 

Morin, Bernard 

— Hand Control Apparatus for an Aircraft Usable by a Person 

Lacking Use of His Legs. Recent Patents 10-26(375) 
Morris, James M. 

— Design of Prosthetic and Orthotic Devices and Biomechanical 
Studies of Locomotion. Contractor Reports 10-25(194-198) 
10-26(288-301) 

Mortensen, La Vaughn L. 

— Prosthetic Limb with Weight-Responsive Joint Lock. Recent 
Patents 10-26(376) 

Multi-Podus Therapeutic Foot and Leg Unit 

— VAPC Research Report 10-26(259-261) 

Murphy, Eugene F. 

— Biographical Note on Gabriel Rosenkrantz, 1896-1975. Notes 
and News 10-25(253-256) 

— Editor, Highlights of Other VA Research Programs (Orthotics 
and Prosthetics) 10-25(178-215) 10-26(272-344) 

Murray, Mary Patricia 

— Receives Federal Woman’s Award. Notes and News 10-26(368- 
369) 

Musculoskeletal Disabilities 

— Engineering Applications in Orthotic and Prosthetic Treatment 
of Musculoskeletal Defects 10-26(341-344) 

Myoelectric Control 

— Control of an Artificial Upper-Limb in Several Degrees of Free- 
dom (Colorado State Univ.) 10-25(206-207) 10-26(320-322) 

— Prosthetics Research (Northwestern Univ.) 10-26(285) 

— Supplemental Sensory Feedback for the VA/NU Myoelectric 
Hand—Background and Preliminary Designs (UCLA) 10-26 
(170-191) 

— Undesired Interaction with Electrocutaneous Feedback 10-26 
(173-175) 

— VA/UCLA Two-Degree-of-Freedom Arm Prosthesis 10-25(185- 
187) 

— VA/UCLA Three-Degree-of-Freedom Arm 10-25(187-188) 
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— VA/UCLA Four-Degree-of-Freedom Arm with Computer Aided 
Control and Pattern Recognition 10-25(188-193) 
National Academy of Engineering Elects Franklin S. Cooper, James 
B. Reswick, and Robert Kenedi to Membership 
— Notes and News 10-26(374) 
National Bureau of Standards, Sound Section 
— The Hearing Aid Program of the Veterans Administration 10-25 
(121-127) 
National Rehabilitation Association 
— Annual Conference. Listed in Calendar of Events 10-25(265) 
Naval Electronics Laboratory Center Stand-Up Wheelchair 
— VAPC Research Report 10-25(151-153) 
Negi, Takafusa 
— Ski-Equipped Crutch. Recent Patents 10-26(376) 
Nerve Stimulators 10-25(3941, 4349) 
— Implantable Nerve Stimulator (Recent Patents) 10-26(375) 
— Testing of Electrical Transcutaneous Stimulators for Suppress- 
ing Pain: Carl P. Mason 10-25(38-54) 
— Avery TNS Nerve Stimulator 10-25(44-45) 
— Mentor 401, Mentor Corp. 10-25 (44-46) 
— Neuromod TNS, Metronic, Inc. 10-25(40-47) 
— Neuropac II, Medical Devices, Inc. 10-25(46-47) 
— Stim-Tech EPC, Stimulation Technology 10-25(47-48) 
New “Atlas of Orthotics’’ Reflects Surge of Bioengineering Influ- 
ences on Terminology, Prescription Methods and Materials 
— Notes and News 10-25(243-245) 
New “Journal of Blindness and Visual Impairment” Replaces AFB’s 
“Outlook” and “Research Bulletin” 
— Notes and News 10-26(373) 
New York City’s Department of Consumer Affairs Publishes ‘‘Con- 
sumer Rights for Disabled Citizens” 
— Notes and News 10-26(373-374) 
New York State University Student Group Plans Graduate-Level 
Research on Programs for Disabled 
— Notes and News 10-25(252) 
New York University, Division of Applied Science 
— Stump Stress Analysis. Contractor Reports: Leon Bennett 
10-25(182-183) 10-26(275-285) 
New York University Recognizes the Achievements of Sidney Fish- 
man, Ph.D., and Two Associates 
— Notes and News 10-25(247-248) 
Noise Compensation Techniques for Bioelectric Potential Sensing 
— Recent Patents: Donald B. Everett and Louis W. Schlenz 10-26 
(376) 
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Northwestern University, Prosthetic Research Laboratory, Chicago, 
Illinois 
— Prosthetics Research. Contractor Reports: Robert G. Thompson 
and Dudley S. Childress 10-25(183-184) 10-26(285) 
— Below-Elbow Myoelectric Prosthesis with Hook-Hand Inter- 
changeability (Illustrated) 10-26(285) 
— Multifunctional Arm for Shoulder Disarticulation Amputees 
10-25(184) 
— Powered Hook and Modular Wrist Unit with Myoelectric 
Controller 10-25(183) 
— Prosthesis with Myoelectrically Controlled Hand and Switch 
Controlled Elbow 10-26(285) 
Northwestern University, School of Speech, Evanston, Illinois 
— Development of Test Procedures for Evaluation of Binaural 
Hearing Aids. Contractor Reports: Lamar L. Young, Jr., 10-25 
(227-231) 10-26(Report in this issue incorporated in article 
under title “Development of Test Procedures for Evaluation of 
Binaural Hearing Aids—A Final Report”: R. T. Carhart and 
L. L. Young, pages 9-45) 
Notes and News 10-25(243-256) 10-26(365-374) 
Nye, Patrick W. 
— Research on Audible Outputs of Reading Machines for the 


Blind. Contractor Reports 10-25(216-218) 10-26(344-348) 
Optacon 


— Learning to Teach the Optacon 10-26(158) 
— Optacon Activity 10-25(223-224) 
Optical Aids 
— CCTV (Closed-Circuit TV) Followup Study 10-25(224-226) 
— Evaluation of Distance Vision with Optical Aids 10-26(93-101, 
122-123) 
— Low Vision Aids and Training 10-26(354-355) 
— Low Vision Aid Survey 10-25(239-240) 
— Usefulness of Low Vision Aid, as Influenced by ‘Psychological 
Health,” Studied 10-26(360) 
— The Value of Prisms 10-25(239) 
— Visual Training with Optical Aids: One Facet of Low Vision 
Services 10-26(75-91, 120-122) 
— Visual Training without Aids 10-26(60-74, 119-120) 
Optical Society of America 
— Annual Meeting. Calendar of Events 10-25(265, 266, 267) 
10-26(385, 386) 
— Spring Topical Conference. Calendar of Events 10-25(266) 
Optophone 
— Optophone Development 10-26(139-140) 
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Orthopaedic Research Society 
— Annual Meeting. Calendar of Events 10-25(265) 
Orthotic Devices 
— Case Histories (VAPC Research Report) Case No. 2, Case No. 
4 10-26(268-271) 
— Functional Elbow Orthosis with Pneumatic Assist 10-25(138- 
141) 10-26(218-220) 
— Functional Electrical Stimulation of the Muscles of the Hip 
10-26(343-344) 
— Multi-Podus Therapeutic Foot and Leg Unit 10-26(259-260) 
— NMA (Neuromuscular Assist) Implants Studied in Comparison 
with Four other Methods for Treatment of Equinovarus Foot 
10-26(343) 
— Pivot Ambulating Crutchless Orthosis (PACO) III 10-25(215) 
10-26(340-341) 
— Polypropylene Knee Orthosis 10-25(138, 176) 
— Powered Orthosis Development (Johns Hopkins University) 
10-25(202-203) 
Orthotics 
— Publications of Interest 10-25(261) 10-26(378-379) 
Outdoor-Indoor Battery Powered Three-Wheel Cart 10-25(151) 
Outdoor-Indoor Wheelchairs, Design and Development Trends Dis- 
cussed 
— VAPC Research Report 10-26(232-239) 
Owens, Lester J. 
— Apparatus for Connecting a Prosthesis to a Bone. Recent Patents 
10-26(375) 
Pain 
— Pain Abatement Study 10-25(198-199) 10-26(303) 
— Testing of Electrical Transcutaneous Stimulators for Suppress- 
ing Pain 10-25(38-53) 
Palo Alto, California, VA Hospital, Western Blind Rehabilitation 
Center 
— Contractor Reports: Clinical Application Study of Reading and 
Mobility Aids for the Blind 10-25(223-226) 10-26(354-356) 
Panel on Hearing Aid Performance 
— The Hearing Aid Program of the Veterans Administration 10-25 
(121) 
Pan-Pacific Rehabilitation 
— 6th Conference. Calendar of Events 10-26(386) 
Paratrol MK II Environmental Control, Described 
— VAPC Research Report 10-25(142) 
Patellar Tendon Bearing Prostheses 
— VAPC Clinic Team Evaluation: Special Case Histories 10-25 
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(176-177); Case Histories, Case No. 3 10-26(270-271) 
Patient Evaluation of a Functional Electrical Stimulation Hand 

Orthosis 

— Contractor Reports: P. Hunter Peckham. VA Hospital, Wade 
Park, Cleveland 10-26(344) 

Patient Profiles see VAPC Clinic Team Evaluation 
Pattern Recognition 

— International Joint Conference, listed in Calendar of Events 
10-25(265) 

— Preliminary Design of Electrocutaneous Sensory Feedback Sys- 
tems for the VA/NU Myoelectric Hand 10-26(178-191, 287-288) 

— Recognition Algorithm for Myoelectric Prosthesis Control Sys- 
tem 10-25(206-207) 10-26(320-322) 

— The VA/UCLA Four-Degree-of-Freedom Arm with Computer 
Aided Control and Myoelectric-Pattern Recognition 10-25 
(188-193) 10-26(286-287) 

Peckham, P. Hunter 
— Patient Evaluation of a Functional Electrical Stimulation Hand 
Orthosis. Contractor Reports 10-26(344) 
Peizer, Edward 
— VAPC Research Reports 10-25(134) 10-26(214-271) 
Permanently Attached Artificial Limbs 

— Contractor Reports: C. William Hall, Southwest Research In- 
stitute, San Antonio, Texas 10-25 and 10-26(Reports for the 
period incorporated in the article ‘Skeletal Extension Develop- 
ment: Criteria for Future Designs’’; Charles William Hall, P. A. 
Cox, and William A. Mallow BPR 10-25(69-96) 

Peroxide-Catalyzed Polysiloxane see Polysiloxane 
Perry, Jacquelin 

— Mobile Bed/Chair for High Level Quadriplegics (A Final Re- 
port). Contractor Report 10-26(334-339) 

— VA-Rancho Clinical Gait Analyzer. Contractor Reports 10-25 
(214) 10-26(331-333) 

Pivot Joint Adapter 

— Recent Patents: Albert L. Weber 10-25(258) 
Plonsey, Robert 

— Reelected Treasurer of AEMB, Notes and News, 10-26(369-370) 
Pneumatic Assist for Elbow Flexion 

— VAPC Research Report 10-25(138-140) 

Pneumatic Self-Energizing System Shortens Kneeless Prosthesis in 

Swing Phase, Described, with illustrations 10-25(100-104) 

Polypropylene Hip Joint and Pelvic Band 
— VAPC Research Report 10-25(136-137) 10-26(217) 
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Polypropylene Knee Orthoses 
— VAPC Research Report 10-25(138) 
— see also Lower Limb Orthoses 

Polysiloxane, PeroxideCatalized, “Biomaterial of Choice’”’ for Maxil- 
lofacial Construction 

— Contractor Reports, Temple University School of Dentistry, 
Philadelphia, Pennsylvania 10-25(210-211) 10-26(323-330) 

PortaPrinter Portable Communication Aid 

— VAPC Research Report 10-25(144-145) 

— Control and Communication Devices for the Severely Disabled 
10-25(63-65) 

Possum Typewriter, described, illustrated 10-25(66) 
Postura Adjustable Modular Support System for E&J Wheelchairs 

— VAPC Research Report 10-26(244-246) 

Power Car Door Allows User to Open, Close, Lock 

— VAPC Research Report 10-26(257) 

Powered Medical Manipulator (with Illustrations) 

— Contractor Reports, Johns Hopkins University Applied Physics 
Laboratory, Silver Spring, Maryland 10-25(200-202) 10-26 
(307-215) 

Powered Wheei as a Wheelchair Drive 

— VAPC Research Report 10-25(147) 10-26(230-232) 

PRAHN (Powered, Reclinable, Adjustable Height, and Narrowing) 

Wheelchair 

— Contractor Reports, University of California, Berkeley, Bio- 
mechanics Laboratory 10-25(198) 

PRAHN Wheelchair to Undergo Performance Standards Testing 

— VAPC Research Report 10-26(234-236) 

Prast, Martin T. 

— Research and Development Project on Advanced Orthotic De- 
vices for Adult Paraplegics. Contractor Reports 10-25(215) 
10-26(340-341) 

— See also Prast Research Associates 

Prast Research Associates 

— Research and Development Project on Advanced Orthotic De- 
vices for Adult Paraplegics. Contractor Reports: Martin T. Prast, 
Lawrence Carlson, Ph. D. 10-25(215) 10-26(340-341) 

Printed Motors for Powered Wheelchairs 

— VAPC Research Report 10-25(147) 10-26(229-232) 
Print-Reading Aids for the Blind, see Reading Aids 
Prior, Ronald E. 

— Fundamental and Applied Research Related to the Design and 
Development of Upper-Limb Externally Powered Prostheses. 
Contractor Reports 10-25(184-194) 10-26(286-288) 
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— Mobility Aids for the Severely Handicapped. Contractor Reports 
10-25(212) 10-26(331 incorporated into article) 
— Mobility Aids for the Severely Handicapped. A Status Report 
10-26(192-213) 
— Supplemental Sensory Feedback for the VA/NU Myoelectric 
Hand: Background and Preliminary Designs 10-26(170-191) 
Prismatically Displaced Image Usefulness Being Assessed 
— Contractor Report: Eastern Blind Rehabilitation Center, VA 
Hospital, West Haven, Conn. 10-25(239) 
Prism Design, Use, and Training briefly Described 10-26(87) 
Prism Use in the Home after Training Being Evaluated 
— Contractor Report: Eastern Blind Rehabilitation Center, VA 
Hospital, West Haven, Conn. 10-26(360) 
Prosthetic Limb with Weight-Responsive Joint Lock 
— Recent Patents: La Vaughn L. Mortensen 10-26(376) 
Prosthetic Skin 
— VAPC Research Report 10-26(217) 
Prosthetics 
— Highlights of Other VA Research Programs. Edited by Eugene 
F. Murphy 10-25(178-215) 10-26(272-344) 
— Publications of Interest 10-25(260-261) 10-26(377-378) 
Prosthetics Research 
— Contractor Reports: Robert G. Thompson and Dudley S. Chil- 
dress. Northwestern University, Chicago, Illinois, Prosthetic 
Research Laboratory 10-25(183-184) 10-26(285) 
Prosthetics Research Study, Seattle 
— Immediated Postoperative Prosthesis Research Study, Con- 
tractor Reports: Ernest M. Burgess 10-25(198-200) 10-26(301- 
306) 
— Alternating Leg Pressure Clinical Study, Publication An- 
nounced 10-25(200) 
— Controlled Environment Treatment (CET) as an Alternative 
to the Immediate Postoperative Prosthetic Technique 10-26 
(301-302) 
— Functional Electrical Stimulation 10-26(303-304) 
— Photogrammetry in Studies of Muscle Grasping Qualities in 
BK Suspension 10-25(199) 
— Physiological Suspension Study Employs Delta Scanner, 
with Illustrations 10-26(304-305) 
— Preamputation Level Determination and Skin Blood Flow 
Research 10-26(302-303) 
— Two New Projects Involving Functional Electrical Stimula- 
tion, in SCI and Fresh Soft Tissue Trauma 10-25(198-199) 





Index 


— Xenon 133 Clearance for Skin Blood Flow Rate Measure- 
ment 10-26(302-303) 
Psychosociological Conference 
— Notes and News 10-25(245-246) 
PTB see Patellar Tendon Bearing Prostheses 
Publications of Interest 

— General 10-25(262-264) 10-26(380-383) 

— Prosthetics 10-25(260) 10-26(377-378) 

— Orthotics 10-25(261) 10-26(378-379) 

— Sensory Aids 10-25(261-262) 10-26(379-380) 

Radcliffe, Charles W. 

— Design of Prosthetic and Orthotic Devices and Biomechanical 
Studies of Locomotion. Contractor Reports 10-25(194-198) 
10-26(288-301) 

Rancho Los Amigos Hospital, The Professional Staff Association 

— Clinical Gait Analyzer, Contractor Reports: Jacquelin Perry 
10-25(214) 

— Mobile Bed/Chair for High Level Quadriplegics (A Final Re- 
port). Contractor Reports: Jacquelin Perry 10-26(334-339) 

— VA-Rancho Gait Analyzer. Contractor Reports: Jacquelin Perry 
10-26(331-333) 

Reading Aid for the Blind 

— Recent Patents: Hans A. Mauch, Glendon C. Smith, and R. Ben- 

nett 10-26(376) 
Reading Aids 

— Clinical Application Study of Reading and Mobility Aids for 
the Blind 10-25(223-226, 238-241) 10-26(354-356, 360-363) 

— Optical Character-Recognition is Applied 10-26(146-147) 

— Reading Aid for the Blind (Recent Patents) 10-26(376) 

— Reflex Viewer and Tracking Aid (Recent Patents) 10-25(258) 

— Research and Evaluation of Audible Output Print Reading Aids 
for the Blind—A Final Report 10-26(139-196) 

— see also Optacon, Optophone, Reading Machines, Stereotoner, 
Visotactor, Visotoner 

Reading Machines 

— Clinical Trials of Reading Machines for the Blind 10-25(221- 
222) 10-26(353-354) 

— Instruction in, and Evaluation of, Reading Machines for the 
Blind 10-25(222-223) 

— Research and Development in the Field of Reading Machines 
for the Blind 10-25(218-219) 10-26(348-350) 

— see also Audible Output of Reading Machines, Reading Aids 

The Reading of Printed Materials by the Blind (Evaluation of an Ink 

Print Reading Aid: the Stereotoner) 
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— Contractor Reports: Robert A. Weisgerber, Bruce E. Everett, 
and Claudette A. Smith. American Institutes for Research, Ab- 
stract of A Final Report 10-25(233-236) 

Recent Patents 10-25(257-259) 10-26(375-376) 

Recruitment as a Complicating Problem in Design of Hearing Aids 
10-26(14-43) 

Reflex Viewer and Tracking Aid 
— Recent Patents: Hans A. Mauch and Glendon C. Smith 10-25 

(258) 
Regional Rehabilitation Center Opens in San Diego 
Notes and News 10-25(251) 
Rehabilitation International 
2nd International Conference on Legislation Concerning the 
Disabled, Calendar of Events 10-26(385) 

— 13th World Conference elects K. 7. Jenkins as President. Notes 
and News 10-26(372-373) 

— 14th World Congress. Calendar of Events 10-26(387) 

Research and Development in the Field of Artificial Limbs 
— Contractor Reports: Hans A. Mauch and Glendon C. Smith. 

Mauch Laboratories 10-25(179-182) 10-26(273-275) 

Research and Development in the Field of Reading Machines for the 
Blind 
— Contractor Reports: Hans A. Mauch and Glendon C. Smith. 

Mauch Laboratories 10-25(218-219) 10-26(348-350) 

Research and Development Project on Advanced Orthotic Devices 
for Adult Paraplegics 
— Contractor Reports: Martin T. Prast, Prast Research Associates, 

and Lawrence Carlson, University of Colorado 10-25(215) 
10-26(340-341) 

Research and Evaluation of Audible Output Print Reading Aids for 
the Blind—A Final Report: Michael Carbery and Margaret Butow, 
the Hadley School for the Blind, Winnetka, Illinois 10-26(139-169) 

Research on Audible Outputs of Reading Machines for the Blind 
— Contractor Reports: Franklin S$. Cooper, A. M. Liberman, Jane 

H. Gaitenby, Ignatius G. Mattingly, Patrick W. Nye, and George 
N. Sholes. Haskins Laboratory, Inc., New Haven, Connecticut 
10-25(216-218) Franklin S. Cooper, Jane H. Gaitenby, Frances 
Ingemann, Ignatius G. Mattingly, Patrick W. Nye, and Linda 
Shockey 10-26(344-348) 

Resin and Reinforcement Comparison Data (Table) for Flexible 
Prosthetic Socket Materials and Fabrication Research (Stump 
Stress Analysis) 10-26(280-281) 

Reswick, James B. 

Elected Membership to National Academy of Engincering. 
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Notes and News 10-26(374) 

— Functional Electrical Stimulation—Neural Prosthesis for the 
Disabled. Guest Editorial 10-25(1-4) 

— Temporary Acting Executive Director of CPRD/CPOE, National 
Research Council, Contractor Report 10-25(178) 

Reyer Lift Self-Operating Battery-Powered Hoist and Transport Ap- 
paratus, described 

— VAPC Research Report 10-25(153) 

ROBOT (Remote Operation by Oral Triggering) Environmental Con- 
trol System 

— VAPC Research Report 10-26(220) 

Rocker for Use with Wheelchair, Clinical Evaluation 
— VAPC Research Report 10-25(158-159) 
Rodaway, Keith S. 
— Indoor/Outdoor Wheelchair Frame. Recent Patents 10-25(259) 
Rosenkrantz, Gabriel 1896-1975 
— Biography of. Notes and News 10-25(253-256) 
Rossier, Alain B. 

— Named to Head New Type SCI Facility in West Roxbury, 

Massachusetts, Notes and News 10-25(251-252) 
Rouse, Roger D. 

— Instruction in, and Evaluation of, Reading Machines for the 
Blind. Hadley School for the Blind. Contractor Reports 10-25 
(222-223) 

Royalaire Bed Evaluated at 10 VA Hospital SCI Centers 
— VAPC Research Report 10-26(253-254) 
SACH Foot 
— Design of a SACH Foot with Metal Keel 10-26(291-292) 
— Graphite-Epoxy SACH Foot Keels 10-26(216-217) 
- SACH Foot with Metal Keel 10-25(195) 

— M. W. Ryan SACH Foot Submitted for Testing by VAPC 10-25 

(171) 
Sachs, Reynold 
— Telecommunications System for the Hearing Impaired Utilizing 
Baudot-ASCII Code Selection. Recent Patents 10-25(258) 
Salt-Water-Resistant Below-Elbow Prostheses 
VAPC Research Report 10-25(137) 
San Francisco, California, VA Hospital 
Below-Knee Amputation with Immediate Postoperative Fitting 
of Prosthesis. Contractor Reports: Wesley S. Moore, Albert D. 
Hall, and Leigh A. Wilson 10-25(no report) 10-26(307) 
Sanyo Hydraulic Walker (Hydraulic Adjustment of Height) Clinical 
Evaluation 
— VAPC Research Report 10-25(153-154) 
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Sarmiento, Augusto 

— Development of Refined Fitting Procedures for Lower-Limb 
Prosthesis—Case Studies of Applied Research in Orthotics and 
Prosthetics. Contractor Reports 10-25(204) 10-26(316-317) 

Schlenz, Louis W. 

— Noise Compensation Techniques for Bioelectric Potential Sens- 
ing. Recent Patents 10-26(376) 

Schmeisser, Gerhard 

— Interdisciplinary Development and Evaluation of Externally 
Powered Upper-Limb Prostheses and Orthoses. Contractor Re- 
ports 10-25(200-203) 10-26(307-316) 

Schultz, E. E. 

— Engineering Applications in Orthotic and Prosthetic Treatment 
of Musculoskeletal Defects. Contractor Reports 10-26(341-344) 

Schweiger, James W. 

— Maxillofacial Restorative Biomaterials and Techniques. Con- 
tractor Reports 10-25(210-211) 

SCI Facility for VA in West Roxbury, Massachusetts, Under Con- 
struction 
— Notes and News 10-25(251-252) 

SCI see Spinal Cord Injury 

Scott, Charles M. 

— Mobility Aids for the Severely Handicapped. Contractor Re- 
port 10-25(212) 

— Mobility Aids for the Severely Handicapped. A Status Report 
10-26(192-213) 

— Supplemental Sensory Feedback for the VA/NU Myoelectric 
Hand: Background and Preliminary Designs 10-26(170-191) 

Seamone, Woodrow 
— Interdisciplinary Development and Evaluation of Orthoses. 

Contractor Reports 10-25(200-203) 10-26(307-316) 

Second International Congress on Prosthetics Techniques and Func- 
tional Rehabilitation, (Psychosociological Conference) Cannes, 
March 28-April 2, 1976 
— Notes and News 10-25(245-246) 

Second International Symposium for Facial Prostheses at San An- 
tonio, Texas, May 1978 (not held) 

— Notes and News 10-26(366) 

Seliktar, Rahamin 

~ A Kneeless Leg Prosthesis for the Elderly Amputee, Advanced 
Version 10-25(97-119) 

Sensory Aids 

— Highlights of other VA Research Programs (Contractor Reports) 
Edited by Howard Freiberger 10-25(215-242) 10-26(344-364) 





— Publications of Interest 10-25(261-262) 10-26(379-380) 
— “And Sensory Aids II”. . . an editorial: Howard Freiberger 
10-26(1-8) 
“. . . And Sensory Aids II’”’. . . and editorial: Howard Freiberger 
10-26(1-8) 
Sensory Feedback of Prosthesis Grasp and Elbow Angle Using 
Electrocutaneous Stimulation as the Communication Means 
— Contractor Reports, University of California, Los Angeles, 
School of Engineering and Applied Science, Biotechnology 
Laboratory 10-25(193-194) 10-26(287-288) 

— See also ‘Supplemental Sensory Feedback for the VA/NU Myo- 
electric Hand—Background and Preliminary Designs” 

Servocontrol System Evaluation in Some Wheelchair/Van Systems 
— Contractor Report, Texas A&M University, College of Engi- 

neering, College Station, Texas 10-26(318) 

Sevier Mobile Bed Adjusts Contours, Serves as a Powered Vehicle 
— VAPC Research Report 10-26(248-250) 

Sheraton-Park Hotel, Washington, D.C. 

— Renovation for Architectural Accessibility. Notes and News 
10-26(367-368) 

Shockey, Linda 
— Research on Audible Outputs of Reading Machines for the 

Blind. Contractor Reports 10-26(344-348) 

Sholes, George N. 

— Research on Audible Outputs of Reading Machines for the 
Blind. Contractor Reports 10-25(216-218) 

Shrink Resistant Woolen Stump Socks, Compliance Testing 
— VAPC Research Report 10-25(172) 

Silver, Robert H. 

—Subminiature Insertable Force Transducer. Recent Patents 
10-26(376) 

Simplified Artifical Leg Structure with Articulated Knee Joint 
— Recent Patents: Orval L. Minor 10-25(258) 

Skeletal Extension Development: Criteria for Future Designs: 
Charles William Hall, P. A. Cox, and William A. Mallow 10-25 
(69-96) 

— Animal Models and Surgical Procedures 10-25(172) 

— Artificial Tendon 10-25(76-79) 

— Bone Interfacing 10-25(71) 

— Intramedullary Rod Extension 10-25(72-74) 

— Musculotendinous Interfacing 10-25(71) 

— Results 10-25(86-92) 

— Skin Interfacing 10-25(70) 

— Stresses in the Bone and Supracortical Extension 10-25(81-86) 
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— Summary 10-25(92) 

— Supracortical Extension 10-25(74-76) 

— Supraperiostal Prosthesis with Velour-Lined Elastic Swaging 
Socket 10-25(92-94) 

Ski-Equipped Crutch 
— Recent Patents: Takafusa Negi 10-26(376) 
Skin Blood Flow Research 

— Hemodynamic Evaluation of Postoperative and Preoperative 
Amputees, Contractor Reports: VA Hospital, Castle Point, New 
York 10-25(209-210) 10-26(322-323) 

— Preamputation Level Determination and Skin Blood Flow Re- 
search, Contractor Reports: Prosthetic Research Study, Seattle, 
Washington 10-26(302-303) 

— Xenon 133 for Preoperatively Determining Appropriate Level 
of Amputation, Contractor Reports: Prosthetic Research Study, 
Seattle, Washington 10-25(207) 10-26(303) VA Hospital, San 
Francisco, California 10-26(307) 

Skin, Prosthetic 
— VAPC Research Report 10-26(217) 
Smith, Claudette A. 

— The Reading of Printed Materials by the Blind (Evaluation of 
an Ink Print Reading Aid: the Stereotoner). American Institutes 
for Research. Contractor Report 10-25(233-236) 

Smith, Glendon C. 

— Reading Aid for the Blind. Recent Patents 10-26(376) 

— Reflex Viewer and Tracking Aid. Recent Patents 10-25(258) 

— Research and Development in the Field of Artificial Limbs. 
Mauch Laboratories: Contractor Report 10-25(179-182) 

— Research and Development in the Field of Reading Machines 
for the Blind. Mauch Laboratories: Contractor Reports 10-25 
(218-219) 10-26(348-350) 

Society for Biomaterials 

— Calendar of Events 10-26(386) 

— 3rd Annual Meeting, in conjunction with 9th International Bio- 
materials Symposium. Calendar of Events 10-26(384) 

Sockets 

— Stump Stress Analysis: Flexible Socket Materials Research 

10-25(182-183) 10-26(275-285) 

Southwest Research Institute 
Permanently Attached Artificial Limbs. Contractor Reports: 
C. William Hall. For report in 10-25 and 10-26 see article, 
“Skeletal Extension Development: Criteria for Future Designs”’ 
10-25(69-96) 

Special Mobility Aid for Veterans with a Left Hemipelvectomy and 
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a Right Hip Disarticulation 
— VAPC Research Report 10-26(239-241) 
Speech Intelligibility when Filtered and Clipped 

— Contractor Reports: Lamar L. Young, Jr., School of Speech, 
Northwestern University, Evanston, Illinois 10-25(227-231) 
10-26(Report incorporated in article, “Development of Test 
Procedures for Evaluation of Binaural Hearing Aids—A Final 
Report” (9-45) 

Speech Synthesis see Synthetic Speech 
Speedo Aqualift Swimsuit 

— VAPC Research Report 10-25(154-156) 
Spinal Cord Injury Rehabilitation 

— Case Histories, Case No. 1, Case No. 2, VAPC Research Report 
10-26(268-270) 

— Control and Communication Devices for the Severely Disabled: 
R. Arroyo 10-25(55-68) 

— Development and Evaluation of Advanced Automotive Adap- 
tive Equipment. Contractor Reports: Texas A&M University, 
College of Engineering 10-25(205-206) 

— Functional Electrical Stimulation—Neural Prosthesis for the 
Disabled. James B. Reswick: Guest Editorial 10-25(1-4) 

— Mobile Bed/Chair for High Level Paraplegics. Contractor Re- 
port: Jacquelin Perry. The Professional Staff Association of the 
Rancho Los Amigos Hospital, Inc. A Final Report 10-26(334- 
339) 

— Mobility Aids for the Severely Handicapped (Van-Compatible 
Wheelchair and Joystick Controlled Chair/Van). Contractor 
Reports: Mobility Engineering and Development, Inc. 10-25 
(212) 10-26(Report incorporated in article ‘Mobility Aids for 
the Severely Handicapped—A Status Report”’ (192-213)) 

— Powered Medical Manipulator/Worktable. Contractor Reports: 
Johns Hopkins University 10-25(200-202) 10-26(307-315) 

— Rehabilitation Aids and Systems. VAPC Research Reports 
10-25(140-162) 10-26(220-263) 

— Test Standard for Wheelchair Cushions. VAPC Research Re- 
port 10-25(171) 10-26(263-264) 

— West Roxbury SCI Center to Apply New Care Concepts. Notes 
and News 10-25(251) 

Spinal-Cord-Injury Studies: Paralysis, Spasticity, and Pain 
— Contractor Reports: Jorge D. Jacobi. VA Hospital, Miami: 
Contract Terminated 10-25(213) 
— Publications 10-25(213) 
Springer, Warren P. 
— Named Associate Professor by NYU School of Medicine. Notes 
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and News 10-25(247-248) 

Stainless Medical Products Electric Wheelchairs 

— VAPC Research Report 10-26(225-227) 

Standard Design and Test Criteria... for Powered Automotive 

Wheelchair Lifts for Passenger Motor Vehicles, Development 

— VAPC Research Report, 10-25(: 69) 

Standard Design and Test Criteria VAPC-A-7505-8 (Automotive 

Adaptive Equipment) 10-25(162-167) 

Standards Development 

— Advanced Automotive Adaptive Equipment 10-25(205-206) 
10-26(317-320) 

— Lower-Limb Torque Absorbers 10-26(264) 

— Test Standards for Wheelchair Cushions 10-25(171) 10-26 
(263-264) 

— Van Wheelchair Lifts 10-25(169) 10-26(318-319) 

— Van Wheelchair Restraint Systems 10-26(319-320) 

Standing Aids 
— ConVaid Mobile Prone Stander 4000 10-25(156-158) 
— Godfrey Standing Aid 10-26(246-247) 
Staros, Anthony 
— VAPC Research Report 10-25(134-177) 10-26(214-271) 
Steeper “CO RO” Continuously Rotating Bed 
— VAPC Research Report 10-26(247-248) 
Stereotoner, an Ink Print Reading Aid 

— Research and Evaluation of Audible Output Print Reading 
Aids for the Blind. Michael Carbery and Margaret Butow 
10-26(139-169) 

— New Dimension for Sound: Development of the Stereotoner 
10-26(147-148), Conclusion and Recommendations for the 
Stereotoner 10-26(158-161) 

— Stereotoner Activity 10-25(223) 

— Stereotoner Evaluation 10-26(148-154) 

— Stereotoner Students, After the Research Project 10-26 
(154-156) 

— Stereotoner User Survey 10-26(162-169) 

— The Reading of Printed Materials by the Blind (Evaluation of 
an Ink Print Reading Aid: the Stereotoner) Contractor Re- 
ports: American Institutes for Research (AIR) Palo Alto, 
California 10-25(233-236) 

Stim-Tech EPC (Mini-Stimulator) 
— Testing of Electrical Transcutaneous Stimulators 10-25(47-48) 
Strip Printer, Described 


— Control and Communication Devices for the Severely Disabled 
10-25(65-66) 
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Stump Socks 
— VAPC Research Report-Compliance Testing 
— Shrink Resistant Woolen Stump Socks 10-25(172) 10-26 
(264) 
— Woolen and Cotton Stump Socks 10-25(172) 
Stump Stress Analysis (Flexible Socket Materials Research) 
— Contractor Reports: Leon Bennett. New York University, 
Division of Applied Science 10-25(182-183) 10-26(275-285) 
— Design Considerations 10-26(276-277) 
— Discussion 10-26(283-284) 
— Experimental Procedure 10-26(278-279) 
— Results 10-26(279-283) 
Subminiature Insertable Force Transducer 
— Recent Patents: James C. Fletcher, Robert H. Silver, Gilbert 
W. Lewis, Cyril Feldstein, and Edward N. Duran 10-26(376) 
Supplemental Sensory Feedback for the VA/NU Myoelectric Hand 
—Background and Preliminary Designs: Ronald E. Prior, John 
Lyman, Philip A. Case, and Charles M. Scott 10-26(170-191) 
— Design of Four-Electrode Grasp Force, Single-Electrode Hand 
Opening, SSF System 10-26(186-189) 
— Design of Single-Electrode Hand Opening SSF System 10-26 
(180-182) 
— Jesign of Two Electrode Grasp Force and Hand Opening SSF 
System 10-26(182-186) 
— Performance of the VA/NU Myoelectric Hand without Supple- 
mental Feedback 10-26(175-178) 
— Preliminary Design of SSF Systems for the VA/NU Myoelec- 
tric Hand 10-26(178-189) 
— Statement of the Problem 10-26(170-171) 
— Summary and Conclusion 10-26(190) 
— Supplying Supplemental Sensory Feedback to the Patient 
10-26(171-173) 
— Undesired Interaction Between Myoelectric Control and Elec- 
trocutaneous Feedback 10-26(173-175) 
Swimsuits for the Handicapped, Clinical Evaluation 
— Speedo Aqualift Swimsuit 10-25(154-156) 
Sydnor Feeder 
— VAPC Research Report 10-26(261-262) 
“Synergetic’’ Hook 
— Prosthetics Research. Northwestern University, Prosthetic 
Research Laboratory 10-25(183-184) 
Synthetic Speech Production 
— Contractor Reports: Mauch Laboratories, Inc., Dayton, Ohio 
10-25(218-219) 10-26(348-350) 
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Synthetic Speech Reading Machine Output Study 

— Contractor Reports: Central Rehabilitation Section for Visu- 
ally Impaired and Blinded Veterans, VA Hospital, Hines, 
Illinois 10-26(353-354) 

— Contractor Reports: Western Blind Rehabilitation Center, VA 
Hospital, Palo Alto, California 10-26(355-356) 

Synthesis of Speech 

— Contractor Reports: Haskins Laboratories, New Haven, 

Connecticut 10-25(216-218) 10-26(348-350) 
Tarvin, Ronald L. 

-- Method and Apparatus for Programming a Computer Operated 
Robot Arm. Recent Patents 10-26(376) 

Telecommunications System for the Hearing Impaired Utilizing 

Baudot-ASCII Code Selection 

— Recent Patents: Reynold Sachs and Frank Cicchiello 10-25 
(258) 

Telemeterized Implant see In Vivo Loading of Knee Joint Replace- 
ment 
Telescopes as Low Vision Aids 

— Low Vision Mobility with Optical Aids. Workshop on Low 
Vision Mobility 10-26(80-92) 

— Static and Dynamic Visual Field Tests on Six Monoculars 
(briefly noted): Western Blind Rehabilitation Center 10-26 
(355) 

Telescopic Leg Prosthesis Shortened During Swing Phase by Self- 

Energizing Pneumatic System 

— Kneeless Leg Prosthesis for the Elderly 10-25(97-119) 

Temple University School of Dentistry 

— Maxillofacial Restorative Biomaterials and Techniques. Con- 
tractor Reports: James W. Schweiger and John F. Lontz 10-25 
(210-211) 10-26(323-330) 

Terekhov, Yurig V. 

— Device for the Determination and the Automatic Real-Time 
Computation of the Parameters of Man’s Stability of Stance. 
Recent Patents 10-25(257) 

Testing of Electrical Transcutaneous Stimulator for Suppressing 

Pain: Carl P. Mason 10-25(38-54) 

— Test Conditions 10-25(43) 

— Test Results 10-25(44-49) 

— Waveform Oscillograms of Five Stimulators 10-25(45-53) 

Test Standards for Wheelchair Cushions 
— VAPC Research Report 10-25(171) 10-26(263-264) 
Tests of Lower-Limb Torque Absorbers 
— VAPC Research Report: Compliance Testing 10-26(264) 
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Texas A&M University, College of Engineering 
— Development and Evaluation of Advanced Automotive Adap- 
tive Equipment. Contractor Reports: Make McDermott, Jr., 
and Lewis A. Leavitt 10-25(205-206) 10-26(317-320) 
— Integrated Mobility System Test and Evaluation Plan 10-25 
(206) 
— Wheelchair Lift Evaluation in Preparation for Standards 
Development 10-25(205-206) 
Texas Society Honors a Biomedical Engineer 
— Notes and News 10-25(246) 
Therapeutic Wheelchair Rocker, Clinical Evaluation 
— VAPC Research Report 10-25(158-159) 
Thompson, Robert G. 
— Prosthetics Research, Northwestern University Contractor 
Reports 10-25(183-184) 10-26(285) 
Time-Compressed Speech Comprehension Study (Psychological 
Testing) 
— Contractor Report, Eastern Blind Rehabilitation Center, 
VA_ Hospital, West Haven, Connecticut 10-25(238-239) 
Tissue Healing 
— Apparatus for Promoting Healing Processes (Recent Patents) 
10-25(257) 
— Controlled Environment Treatment (CET) 10-25(199) 10-26 
(301-302) 
— Electromedical Therapy of Trauma 10-25(198-199) 
— Inflatable Device for Healing of Tissues (Recent Patents) 
10-26(375) 
Tissue Interfacing with Various Prosthetic Materials: Skin, Bone 
and Musculotendinous Tissues 
— Skeletal Extension Development 10-25(70-79) 
Touch-Operated Selector Control (TOSC) Environmental Control 
— VAPC Research Report 10-26(220-222) 
Trainor, Frieda S. 
— Hemodynamic Evaluation of Preoperative and Postoperative 


Amputees. Contractor Reports 10-25(209-210) 10-26(322- 
323) 


Transducer 

— Subminiature Insertable Force Transducer (Recent Patents) 
10-26(376) 

Tri-Pin Quad Steering Device No. 3522, Clamps on Steering Wheel 
— VAPC Research Report 10-26(259) 

Tri-Wheeler Battery Powered Indoor-Outdoor Cart 
— VAPC Research Report 10-25(151) 

University of California, Berkeley, Biomechanics Laboratory 
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— Design of Prosthetic and Orthotic Devices and Biomechanical 


Studies of Locomotion. Contractor Reports: Charles W. 

Radcliffe, Don M. Cunningham, and James M. Morris 10-25 

(194-198) 10-26(288-301) 

— Back Braces 10-25(198) 

— Design of a SACH Foot with Metal Keel 10-26(291-292) 

— Fabrication and Preliminary Tests of PRAHN Wheelchair 
10-26(294) 

— Four-Bar Polycentric Pneumatic Knee, with [Illustration 
10-26(288-289) 

— Friction-Stabilized Knee, with Illustration 10-26(292-293) 

— Gait Dynamics: Gait Kinematic Data, Tables, Graphs 10-26 
(295-300) 

— Portable Step-Dimension Walkway Completed 10-25(197) 

— PRAHN Wheelchairs in Clinical Testing 10-25(198) 

— Six-Bar Knee-Disarticulation Prosthesis with Mechanical 
Swing-Phase Control 10-26(289-291) 

— Spring Suspension Bolt-on Powering Unit for Manual Wheel- 
chair 10-26(294-295) 

— SACH Foot with Metal Keel Incorporating Pylon Coupling 
10-25(195-196) 


University of California, Los Angeles, School of Engineering and 
Applied Science 


— Fundamental and Applied Research Related to the Design and 


Development of Upper-Limb Externally Powered Prostheses. 
Contractor Reports: John H. Lyman, Amos Freedy, and 
Ronald Prior 10-25(184-194) 10-26(286-288) 

— Computer Interpretation of Myoelectric Signal Patterns in 
a Prosthesis Control System 10-25(190-193) 

— Microcomputer Control System for the UCLA/VA Three- 
Degree-of-Freedom Arm Prosthesis 10-26(286-287) 

— Sensory Feedback of Grasp and Elbow Angle 10-25(193- 
194) 

— Sensory Feedback Studies: Evaluating the Effects of Stimu- 
lation Parameters 10-26(287-288) 

— The VA/UCLA Four-Degree-of-Freedom Arm with Com- 
puter-Aided Control and Pattern Recognition 10-25(188- 
193) 

— The VA/UCLA Three-Degree-of-Freedom Arm Prosthesis 
10-25(187-189) 

— The VA/UCLA Two-Degree-of-Freedom Arm Prosthesis 
10-25(185-187) 


University of Colorado, School of Engineering 
— Research and Development Project on Advanced Orthotic 
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Devices for Adult Paraplegics. Contractor Reports: Martin T. 
Prast and Lawrence Carlson 10-25(215) 10-26(340-341) 
University of Maryland, BioCommunications Laboratory, College 

Park, Maryland 

— Development of a Hearing-Aid System with Independently 
Adjustable Subranges of its Spectrum Using Microprocessor 
Hardware. (with Department of Electrical Engineering, Colo- 
rado State University, Fort Collins, Colorado) Contractor Re- 
ports: Daniel Graupe and G. Donald Gausey 10-25(241-242) 
10-26(363-364) 

— The Development of Improved Techniques for the Analysis 
of Hearing Aid Performance. Contractor Reports: G. Donald 
Causey, Earleen Elkins, and Lucille Beck 10-25(231-233) 
10-26(357-360) 

— Problems Inherent in Use of KEMAR 10-26(359-360) 

University of Maryland, BioCommunications Laboratory 
— The Hearing Aid Program of the VA 10-25(121-122) 
University of Miami, School of Medicine, Department of Ortho- 
paedics and Rehabilitation 

— Development of Refined Fitting Procedures for Lower-Limb 
Prosthesis — Case Studies of Applied Research in Orthotics 
and Prosthetics. Contractor Reports: Augusto Sarmiento, 
Newton C. McCollough, II], and Loren Latta 10-25(204) 
10-26(316-317) 

Upper-Limb Components 
— VAPC Research Report 10-25(171) 10-26(264) 
Upper Limb Orthoses 

— Functional Elbow Orthosis 10-25(138-140) 10-26(218-220) 

— Patient Evaluation of a Functional Electrical Stimulation 
Hand Orthosis 10-26(344) 

— see also Externally Powered Orthoses 

Upper-Limb Prostheses 

— see also “Synergetic”” Hook 

— Control of an Artificial Upper Limb in Several Degrees of 
Freedom: Contractor Reports: Colorado State University 
10-25(206-207) 10-26(320-322) 

— Development and Evaluation. VAPC Research Report 10-25 
(137-139) 

— Interdisciplinary Development and Evaluation of Externally 
Powered Upper Limb Prostheses and Orthoses. Contractor 
Reports: The Johns Hopkins University 10-25(200-203) 
10-26(307-316) 

— Patient Evaluation of a Functional Electrical Stimulation Hand 
Orthosis. Contractor Report: VA Hospital, Cleveland, Ohio 
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10-26(344) 

— Prosthetics Research. Contractor Reports: Northwestern 
University 10-25(183-184) 10-26(285) 

— Salt-Water-Resistant Below-Elbow Prostheses 10-25(137) 

— Supplementary Sensory Feedback for the VA/NU Myoelectric 
Hand: R. E. Prior, J. Lyman, P. A. Case, and C. M. Scott 10-26 
(170-191) 

VA Hospital, Castle Point, New York 

— Hemodynamic Evaluation of Preoperative and Postoperative 
Amputees. Contractor Reports: Bok Y. Lee, Frieda S. Trainor, 
David Kavner, John L. Madden, and Emilio Ejercito 10-25 
(209-210) 10-26(322-323) 

VA Hospital, Wade Park, Cleveland, Ohio 

— Engineering Applications in Orthotic and Prosthetic Treatment 
of Musculoskeletal Defects. Contractor Reports: E. Byron 
Marsolais, Albert H. Burstein, and E. Schultz 10-26(341-344) 

— Patient Evaluation of a Functional Electrical Stimulation Hand 
Osthosis. Contractor Reports: P. Hunter Peckham 10-26(344) 

VA Hospital, Hines, Llinois, Central Rehabilitation Section for 

Visually Impaired and Blinded Veterans 

— Clinical Study of Mobility Aids for the Blind. Contractor 
Reports: John D. Malamazian, Leicester W. Farmer, and 
James J. Whitehead 10-25(219-221) 10-26(350-352) 

— Clinical Trials of Reading Machines for the Blind. Contractor 
Reports: John D. Malamazian and Harvey Lauer 10-25(221- 
222) 10-26(353-354) 

VA Hospital, Miami, Florida 

— Spinal-Cord-Injury Studies: Paralysis, Spasticity, and Pain. 
Project Terminated. Contractor Report: Jorge D. Jacobi 
10-25(213) 

VA Hospital, Palo Alto, California, Western Blind Rehabilitation 

Center 

— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports: Kenneth Wiley, Greg Goodrich, 
Nancy Dai'ing, and Richard Bennett 10-25(223-226) 10-26 
(354-356) 

VA Hospital, San Francisco, Calif. 

— Below-Knee Amputation with Immediate Postoperative Fitting 
of Prosthesis. Contractor Reports: Wesley S. Moore, Albert D. 
Hall, and Leigh A. Wilson 10-25 (no report) 10-26(307) 

VA Hospital, West Haven, Connecticut, Eastern Blind Rehabilita- 
tion Center 

— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports: William De l’Aune and Patricia 
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Index 


Gadbaw 10-25(238-241) Donald Garner, William De 1’Aune, 
and Patricia Gadbaw 10-25(360-363) 
VA/NU Myoelectric Hand 

— Supplemental Sensory Feedback 10-26(170-191) 

— Design, Development and Comparative Study of Various 
Myoelectric Control Systems 10-25(184-194) 

VA Standard Design Criteria for Satety and Quality of Automotive 

Adaptive Equipments VAPC-A-7505-8 

— VAPC Research Report 10-25(162-167) 

— Wheelchair Lift Evaluation 10-25(205-206) 

Van Wheelchair Lift Manufacturers and Van Modifiers 

— VAPC Research Report 10-25(169-170) 

Van Wheelchair Lifts 

— Chair-Van Systems 10-26(206-213) 

— Development of Standards for Van Wheelchair Lifts 10-25 
(169) : 

— Van Wheelchair Lift Manufacturers and Van Modifiers (listed) 
10-25(169-170) 

— Wheelchair Lift Evaluation 10-25(205-206) 10-26(318-319) 

Van Wheelchairs 

— Comprehensive Progress Report: High Reliability Chair-Van 
Systems for High Level Quadriplegic Patients July 1, 1975 
through September 30, 1976 10-26(206-213) 

— Comprehensive Progress Report: the Mobility Van-Compatible 
Wheelchair July 1, 1973 through September 30, 1976 10-26 
(200-206) 

— Description of the “Mobility 3000” Series Chair-Van Systems 
10-26(193-197) 

— Joystick Controlled Chair-Van 10-25(212) 

— Servocontrol System Evaluation 10-25(206) 10-26(318) 

— Van-Compatible Wheelchair 10-25(212) 

Van Wheelchair Restraint Systems 

— Evaluation 10-26(319-320) 

The VAPC Clinic Team 

— Case Load Profiles 10-26(264-267) 

— Patient Profiles (Clinical Evaluation) 10-25(173) 

— Special Case Histories 10-25(174-177) 10-26(267-271) 

— Statistical Breakdown of Patient Disabilities (Table) 10-25 
(174) 10-26(265-266) 

VAPC Communicator, Described, Illustrated 

— Control and Communication Devices for the Severely Disabled 

10-25(55-68) 
VAPC Electric Wheelchair Battery Tester 
— VAPC Research Report 10-25(148-150) 
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VAPC Home Model Environmental Control System, described, with 

Illustration 

— Control and Communication Devices for the Severely Disabled 
10-25(55-68) 

VAPC Hospital Model Environmental Control System, described, 
with Illustration 

— Control and Communication Devices for the Severely Disabled 
10-25(55-68) 

— VAPC Research Report 10-26(222) 

VAPC Remote Station Environmental Control, Described, with 

Illustration 

— Control and Communication Devices for the Severly Disabled 
10-25(55-68) 

VAPC see Veterans Administration Prosthetics Center 

VAPC Research Report: Anthony Staros and Edward Peizer 10-25 
(134-177) 10-26(214-271) see also specific type/name of VAPC 
research 

VA/Rancho Gait Analyzer (wit! illustrations) 

— Contractor Reports, The Professional Staff Assoc. of the 
Rancho Los Amigos Hospital, Inc., Downey, California 10-26 
(331-333) 

VA Standard Design and Test Criteria for Safety and Quality of 

Automotive Adaptive Equipment VAPC-A-7505-8 

— VAPC Research Report 1 0-25(162-167) 

Vision (Low Vision) 

— Evaluation of Distance Vision with Optical Aids 10-26(93-101, 
122-123) 

— Evaluation of Visual Function 10-26(50-59, 118-119) 

— Visual Training with Optical Aids: One Facet of Low Vision 
Services 10-26(75-91, 120-122) 

— Visual Training Without Aids (Low Vision) 10-26(60-74, 119- 
120) 

Visotactor Ink Print Reading Aid for the Blind 
— Optical Character-Recognition is Applied 10-26(146-147) 
— Tactile Aid Evaluated 10-26(146-147) 

Visotoner Ink Print Reading Aid for the Blind 
— Optical Character-Recognition is Applied 10-26(146-147) 
— Visotoner Development 10-26(140-145) 

Visual Training 

— Workshop on Low Vision Mobility 10-26(46-138) 

— Visual Training with Optical Aids: one Facet of Low Vision 
Services 10-26(75-91, 120-122) 
— Visual Training Without Aids 10-26(60-74, 119-120) 
Voice-Controlled System for Quadriplegics Developed by Students 
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at UCSB 

— Notes and News 10-25(247) 

Voice-Controlled Wheelchair with Manipulator is Product of VA- 

NASA-HEW Cooperation 

— Notes and News 10-26(367) 

Voice-Operated Typewriter and Environmental Control (Scope 

Electronics, Inc.) 

— Control and Communication Devices for the Severely Handi- 
capped 10-25(60-62) 

Voice-Recognition Control System for Wheelchair/Van System, 

Sample Vocabulary 10-26(211-213) 

Volvo Servo-Control System Uses Wheel-Mounted Controls 

— VAPC Research Report 10-26(258) 

Walkers 

— Edco-Hemi Walker 10-26(244) 

— Guardian Folding Walker 10-26(242-244) 

— Sanyo Hydraulic Walker 10-25(153-154) 

The Wayne Chair (Multipurpose Shower and Commode, Manually 

Propelled, Collapsible Wheelchair) 

— VAPC Research Report 10-25(159-161) 

Weber, Albert L. 
— Pivot Joint Adapter. Recent Patents 10-25(258) 
Weis, Edmund B., Jr. 

— Method and System for Control of a Powered Prosthetic 

Device. Recent Patents 10-26(376) 
Weisgerber, Robert A. 

— Evaluation Procedures for Environmental Sensing, Orienta- 
tion and Mobility by the Blind. Contractor Reports 10-25 
(233, 236-238) 

— The Reading of Printed Materials by the Blind (Evaluation of 
an Ink Print Reading Aid: the Stereotoner). Contractor Re- 
ports 10-25(233-236) 

Weller, Charles 

— Appoints Patricia Horner Administrative Director of Alliance 
for Engineering in Medicine and Biology. Notes and News 
10-26(370) 

— Re-Elected President of Alliance for Engineering in Medicine 
and Biology. Notes and News 10-26(369-370) 

Western Blind Rehabilitation Center, VA Hospital, Palo Alto, Cali- 
fornia 

— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports 10-25(223-226) 10-26(354-356) 
— Electronic Calculators for the Blind Evaluated 10-26(355) 
— Low Vision Aids and Training 10-26(354-355) 
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— Synthetic Speech Reading Machines Output Study 10-26 
(355-356) 
Western Orthopedic Association 
— Annual Meeting. Calendar of Events 10-25(265) 10-26(385) 
West Haven, Connecticut, VA Hospital, Eastern Blind Rehabilita- 
tion Center 
— Clinical Application Study of Reading and Mobility Aids for 
the Blind. Contractor Reports 10-25(238-241) 10-26(360-363) 
— Comprehension of Time-Compressed Speech 10-25(238- 
239) 
— Effects of Hearing Aids on Mobility Performance, Study 10- 
26(361) 
— Electronic Calculators for the Blind, Evaluation Underway 
10-26(361-362) 
— Low Vision Aid Survey 10-25(239-240) 
— Papers Published, Read 10-25(240-241) 10-26(362-363) 
— The Value of Prisms (Research Published) 10-25(238) 
West Roxbury SCI (Spinal-Cord-Injury) Center to Apply New Care 
Concepts 
— Notes and News 10-25(251) 
Wheelchair Cushions 
— Test Standards for Wheelchair Cushions 10-25(171) 10-26 
263-264) 
Wheelchair Drive Package 
— Recent Patents: Andrew Karchak, Jr. and James R. Allen 
10-25(258) 
Wheelchair Lifts 
— Wheelchair Lift Evaluation 10-25(205-206) 10-26(318-319) 
Wheelchairs 
—A BEC (Biddle Engineering Company) Electric Wheelchair 
10-25(145-147) 
— Adjustable Wheelct-'-< (Recent Patents) 10-25(257) 
— Automatic Transn m for Powered Wheelchairs 10-26(236- 
238) 
— Bicycle-Type Automatic Transmission on Wheelchair 10-26 
(238-239) 
— BykFil Rubber Compound for Wheelchair Tires 10-25(150- 
151) 
— Davis Suspension System for Electric Wheelchairs 10-26(242) 
— Electric Power Conversion Kit for Wheelchairs 10-26(246) 
— Freewheeler Electric Wheelchair 10-26(228-229) 
— Indoor/Outdoor Wheelchair Frame (Recent Patents) 10-25 
(259) 
— Indoor/Outdoor Wheelchairs 10-26(232-239) 
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Index 


— Naval Electronics Laboratory Center Stand-Up Wheelchair 
10-25(151-153) 

— Postura Adjustable Modular Support System for Wheelchairs 
10-26(244-246) 

— Powered Wheelchair for the Independent Quadriplegic Patient 
10-26(197-200) 

— Powered Wheels on Electric Wheelchairs 10-25(147-148) 
10-26(230-232) 

— PRAHN (Powered, Reclinable, Adjustable Height, and Narrow- 
ing Wheelchair 10-25(198) 10-26(234-236, 294) 

— Printed Motors for Powered Wheelchairs 10-25(147-148) 10- 
26(229-232) 

— Special Mobility Aid for Veteran with Left Hemipelvectomy 
and a Right Hip Disarticulation 10-26(239-241) 

— Spring Suspension Bolt-on Powering Unit for an Everest and 
Jennings Manual Wheelchair 10-26(294-295) 

— Stainless Medical Products Electric Wheelchairs 10-26(225- 
227) 

— Therapeutic Wheelchair Rocker 10-25(158-159) 

— VAPC Electric Wheelchair Battery Tester 10-25(148-150) 

— VAPC Research Report 10-25(172) 10-26(264) 

— Voice-Controlled Wheelchair with Manipulator is Product of 
VA-NASA-HEW Cooperation (Notes and News) 10-26(367) 

— Wayne Chair (Manually Propelled Wheelchair, Commode 
Chair, anv. Shower Chair) 10-25(159-161) 

— Wheelchair Designed for a Paraplegic Amputee: VAPC Clinic 
Team Evaluation, Case Histories, Case No. 1 10-26(267-268) 

— Wheelchair Restraint Evaluation, Texas A&M _ University 
10-26(319-320) 

White House Conference on Handicapped Individuals Selects 
Sheraton-Park Hotel in Washington, D.C., with Agreement on 
Renovation for Architectural Accessibility. Notes and News 
10-26(367-368) 

Now Scheduled for December 1977. Notes and News 10-25 
(248) 
— Calendar of Events 10-26(384) 

Whitehead, James J. 

— Clinical Study of Mobility Aids for the Blind. Contractor 
Reports 10-25(219-221) 10-26(350-352) 

Wiley, J. Kenneth 
— Clinical Application Study of Reading and Mobility Aids for 

the Blind. Contractor Reports 10-25(223-226) 10-26(354-356) 

Wilson, A. Bennett, Jr. 

— Resignation as Director of CPRD/CPOE, National Research 
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Council 10-25(178) 
Wilson, Leigh A. 

— Below-Knee Amputation with Immediate Postoperative Fit- 
ting of Prosthesis. Contractor Reports 10-25(200 no report) 
10-26(307) 

Wood, Marjorie McGuffin 

— First Recipient of Arthur Napier Magill Award. Notes and 

News 10-26(372) 
Wooldridge, C. P. 

— Biofeedback — Background and Applications to Physical Reha- 
bilitation 10-25(25-37) 

Woolen and Cotten Stump Socks, Compliance Testing 

— VAPC Research Report 10-25(172) 

Workshop on Low Vision Mobility: Loyal E. Apple and Bruce B. 

Blasch et al. 10-26(46-158) 

— Early-Intervention Training Suggestions 10-26(67-74) 

— Establishing a Low Vision Perspective 10-26(75-80) 

— Evaluation of Distance Vision with Optical Aids 10-26(93- 
101) 

— Evaluation of Visual Function: the Role of Peripheral Stimu- 
lation 10-26(50-59) 

— Low Vision Mobility with Optical Aids 10-26(80-91) 

— Low Vision Person “‘A Marginal Man’’ 10-26(102-117) 

— Manufacturers and Distributors of Optical Aids 10-26(92) 

— Participants 10-26(131-138) 

— Perceptual Learning and Visual Training 10-26(57-58) 

— Psychosocial Aspects of Low Vision 10-26(102-110) 

— References 10-26(127-130) 

— Role of the Rehabilitation Specialist 10-26(110-117) 

— Summary of Recommendations 10-26(118-125) 

— Telescopic Low Vision Aids and Ambulation: Discussion 
10-26(91) 

— Two Modes of Processing Visual Information (Peripheral and 
Foveal) 10-26(51-59) 

— Visual Training with Optical Aids, One Facet of Low Vision 
Services 10-26(75-91) 

— Visual Training Without Aids 10-26(60-74) 

— Workshop Objectives in Perspective 10-26(46-48) 

World Confederation for Physical Therapy 

— 8th International Congress. Calendar of Events 10-25(266) 
10-26(386) 

World Conference on the Deaf/Blind 

— Calendar of Events 10-25(266) 
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World Federation of Occupational Therapists 
— 7th Congress. Calendar of Events 10-26(386) 
World Federation of the Deaf 
— 8th Congress. Calendar of Events 10-26(386) 
Wren, Jack 
— Knee Prosthesis. Recent Patents 10-25(257) 
Xenon 133 Clearance Validation 
— Contractor Report, Prosthetics Research Study, Seattle, 
Washington, 10-25(199) 10-26(302-303) 
— Contractor Reports, San Franicisco, California, VA Hospital 
10-26(307) 
Xerography 
— Method of Raised Xerographic Printing and Product (Recent 
Patents) 10-25(257) 
Young, Lamar 
— Development of Test Procedures for Evaluation of Binaural 
Hearing Aids — A Final Report 10-26(9-45) 
— Development of Test Procedures for Evaluation of Binaural 
Hearing Aids. Contractor Reports 10-25(227-231) 10-26(356- 
357 Final Report Incorporated into Article Under Same Title) 
Zero-Pressure Remote Power Control 
— VAPC Research Report 10-26(223) 
Zevering, William 
— Artificial Leg. Recent Patents 10-26(375) 





